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PREFACE TO AMERICAN EDITIOK. 



. ^ The rapidly extending use of the IndnctiG* 

Coil in the hands of investigators lends a re- 
^. newed interest to the experiments to which this 

instrument may be applied in the lectare room. 
The continued demand for a manual which 

has so long served as a guide to the application 

. of intensity currents, has 1^ to this reprint of 

r ' the eighth English edition of the work entitled 

'^ "Intensity Coils," by Dyer, under the present 

title. 



<j^ January, 1881 
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INDUCTION COILS, 



HOW MADE AND HOW USED. 



1. Discovery of Current Electric- 
ity. — ^When the youthful pupil of Galvani acci- 
dentally brought the legs of a dead, frog into an 
electric circuit, he witnessed the manifestation of 
an unknown force. Neither he who first saw the 
phenomena, nor they who afterwards repeated the 
experiments, had the remotest idea that the things 
they thought so curious were in fact only the 
germs of extraordinary discoveries. If these first 
manipulators in Current Electricity could not look 
forward to the stupendou>« result now achieved 
by its aid, it is almost equALy difficult for us to 
look back upon their origin* We, whose statues 
and ornaments are produced by electric agency, 
whose bells are rung by its aid, who see rocks 
blasted and the obstructions in ports and rivers 
removed by its instrumentality, and whose thoughts 
can be conveyed, as it were, instantaneously, thou- 
sands of miles over rocky chains, desert wastes, 
and all but fathomless oceans, by the same won 
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drous power— even we can hardly realize that all 
this is to be traced to the accidental — perhaps 
mischievous — ^freak of a doctor's bov. 

Without recurring to the physiological effects^ 
tiiat once comprised all that was known of Galvan- 
ism, it will be necessary to advert to a few primary 
piinciples in order that the complex phenomena 
specially to be treated of may be properly under- 
ttood. 

2. Definition of Galvanism.— Galvan. 
ism may be defined as a manifestation of Electric- 
ity in a current form, produced by a chemical 
action. 

Galvanism is an invisible agent ; it is not to 
be apprehended by the touch ; any or all of our 
senses may be brought to bear upon it, and yet it 
eludes our observation ; it is only known to us by 
its effects. But it is a real force; it is one in 
nature with that mighty power which, in the form 
of lightning, rends the rocks, uproots the firmest 
trees, and has ever been regarded by man as a fit- 
ting emblem of Deity. 

3. Manifestation of Galvanism. — 

Prepare a glass vessel, and partly fill the same 
with water made strongly sour by the addition of 
a little sulphuric acid. Into this plunge two plates 
of metal attached together by a copper wire, one 
metal plate being amalgamated zinc, and the other 
platinized silver. Fig. 1. Noticeable results fol- 
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low. The surface of the platinized silver becomes 
coated with minute bubbles which increase in 
size, and eventually are disengaged and rising 
through the liquid escape into the air. The whole 
of the liquid in the neighborhood of the platinized 
silver plate soon assumes a state of effervescence, 
while that surrounding the zinc is made free from 
disturbance. Distinct and marked though those 
effects are, yet they represent but a portion of the 
changes that are taking place. The zinc plate, by 
its superior affinity for oxygen (one of the elements 
of the water in the glass jar) decomposes the film 
of water immediately in contact with it, the result 
being the formation of an oxide of zinc over its 
surface. The other element of the water, hydro- 
gen, eventually passes over to the platinized silver 
plate, and appears there in the form of the bub- 
bles described. The oxide of zinc formed on the 
surface of the zinc plate is dissolved off 
by the action of the sulphuric acid in the 
water, forming sulphate of zinc, a fresh 
surface of zinc is exposed, another film of 
water is deprived of its oxygen, and 
another coating of oxide of zinc formed, 
and another equivalent of hydrogen is 
given up at the sui'face of the platinized 
silver plate. This will go on as lonff as 
there is any zinc left, or any capability in the 
water to dissolve the sulphate of zinc so formed. 
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Bat the results do not stop here ; not only haft 
ft new compound been formed at the expense of 
the zinc and the water; not only has one of the 
elements of the water been given up into the at- 
mosphere in the form of a gas, bat an entirely dis- 
tinct, although invisible, force has been evolved. 
A cuiTent of galvanic electricity has been set up, 
starting from the zinc plate, passing through the 
fluid to the platinized silver plate. The electricity 
does not rest here, it proceeds up the silver plate 
to the attaching wire, and then through this wire 
back again to the zinc plate. 

4. Zivldenoes of the Existence of 

Galvanism. — But what proof, it may be asked, 
can be given that there is this invisible, intangible 
current flowing through the wire ? How 
is its existence to be known ? Another 
experiment will afford the evidence re- 
quired. Prepare a glass vessel, partly 
filling the same with acidulated water 
(3)*, and before plunging in the zinc 
and silver plate, separate the wire that 
connects the plates together, as shown 
in Fig, 2. The effervescence before seen 
(3) as surrounding the silver plate will then be 
looked for in vain — all will be quiescent. 

If now the ends of the two wires be brought 
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into contact, the action observed in the former ex« 
periment (3) will immediately commence. Clearly, 
therefore, the effervescence seen in the fluid does 
not represent all that is taking place ; for it is evi- 
dent that in some way or other a connection be- 
tween the two plates is essential to the existence 
of any action at all. 

Further, let the wires be again separated, and 
all action will cease. Bring the wires together 
again, but interpose between their ends a film of 
paper, ivory, gutta percha, or ebonite. By such 
an arrangement the plates are still nnited, but no 
action results. Separate the wires again, remove 
the intervening material, and replace it by a piece 
of brass, silver, or any other metal, and the action 
immediately recommences as at the first Thus it 
id seen that not only must the plates be joined 
together, but they must be united by a material 
analogous to a metal, and not by one like paper, 
ivory, gutta percha, etc. It is evident something 
must flow through the connecting wire, and that 
unless the wire through its entire length be of a 
metallic kind, it is as though it were a severed or 
broken wire. It is also obvious that some sub- 
stances possess the property of being conductors 
of what passes through the wire, and other sub- 
stances do not possess that property. 

6. Influence of the Connecting Wire 
on Magnet. — The foregoing will be carried a 
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step farther if it be f oand that the wire connecting 
the t^o plates possesses properties, while the action 
is going on, that do not belong to it under other 
circumstances. 

Prepare the apparatus as used in the preced- 
ing experiment (4), first elongating the connecting 
wire, as shown at Fig. 3. The plates are to bo 
put into the glass vessel before the acidulated 
water is poured in, and the connecting 
wire must be arranged so that it may 
come over an ordinary mariner's compass 
needle. The wire must coincide in direc- 
tion with the needle, pointing north and 
south, and be about half an inch above 
it No result whatever will follow ; the 
wire, although attached to the plates, will 

17 T A ft 

• have no influence on the compass needle 
any more than it would have had if it were de- 
tached from the plates. 

Let the acidulated water be now poured into 
the glass vessel, and the wire will be found to have 
acquired a marvellous power ; the compass needle 
will be forced out of its position and stand oblique, 
as shown by the dotted lines. Fig. 3. This is not 
a transient movement ; the needle will permanently 
remain in a position more or less oblique to the di- 
rection of the wire. If now the connecting wire 
be cut through, so as to separate it (4), all its 
powers will disappear, the compass needle will re- 
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turn to its original position, and all aotiob wiL 
cease in the glass vessel 

This experiment clearly proves that, associated 
with the action going on in the glass vessel, there 
must he some power or influence traversing the 
connecting wire, and comqiunicating to it proper- 
ties that it did not previously possess. It also * 
shows that such properties only exist while the 
action in the glass vessel is going on. This power 
or influence it calied Galvanic or Current Elec- 
tricity. 

The connecting wire, under these circum- 
stances, possesses other properties than those just 
described, but it will not be necessary to refer to 
them for the purposes of this paper. 

6. (Ersted's Discovery. — The experi- 
ments just detailed appear to be very simple, but 
they have suflSced to open a wide field for scien- 
tific research. For a long time it had been doubt- 
ed, and even denied, that an electrified wire (as a 
wire conveying an electric current is called) and a 
magnetized needle had any mutual relationship. 
It was not until the year 1819 that it was ascer- 
tained that such relationship did exist, and it is to 
Professor (Ersted, of Copenhagen, that the world 
is indebted for this discovery, 

7. Galvanometers. — One of the early ro* 
suits of CErsted's great discovery was the construe* 
tion of instruments called G-alvanomoters (or more 
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properly Galvanoscopes), for detecting the presence 
of electrical currents. A Galvanometer consists 
essentially of a magnetized needle suspended by a 
fibre or balance on a point with one or more strands 
of wire passing round it, the two ends of such wire 
being represented by two brass cups or binding 
screws, Fig, 4, When any arrangement is to be 

subjected to examination, it has 
to be attached to the binding 
screws of the Galvanometei, and 
Fig. 4. if there be any electric current 

traversing it the needle will be acted on and de- 
flected from its position (5). In arranging a Gal- 
vanometer for use, it must always be so placed 
that the needle, when at rest, may coincide in 
direction with the wire that surrounds it, 

8. Action of Electrified Wires on 

other Wires. — An electrified wire not only 
possesses the power of forcing a magnetic needle 
out of its natural position, but it can afEect also a 
continuous wire, which phenomena are well seen 
in the following experiments : 

Place a plate of zinc and one of silver m an 
empty glass vesse. (6). Fix a wire into the bind- 
ing screws of the Galvanometer (7), and arrange 
the Galvanometer so that this wire shall be paral- 
lel to the wire connecting the two plates together, 
as shown in Fig, 5. These two wires murt not 
touch each other, and should be about ^ inch 



17 



i^rt Two circuits are thus formed, one through 
the plates in the glass vessel and the wire that con- 
nects them together, and the other through the 
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Galvanometer and the wire uniting the two hind* 
ing screws. Let the acidulated water he now 
poured into the glass vessel, and the needle of the 
Galvanometer will he instantly forced out of its 
position, or, as it is usually termed, deflected (7). 
Thus we see that one electrified wire can originate 
a similar current in a wire near to hut not in any 
way connected with it The electrical current thus 
set up is called an Induced or Secondary Current, 
whereas the current in the wire connected with the 
plates in the glass vessel is called the Battery or 
Primary Current. 

9. The Simple Battery.— The plates 
and glass jar anc^ acidulated water used in the pre* 
ceding experiments are designated a Simple Bat- 
tery, by which name they will now be called. 
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10. Influence of an 
Wire on an Iron Bar. — Prepare the Simple 
Battery (9), and instead of using a straight wire 
to connect the plates together, twist it into the 
form of a helix, Fig. 6, and for this experiment 

the wire should be insulated, that 
is, covered with cotton, silk, or gutta 
percha. Place within this helix a 
small bar of iron, and then pour the 
acidulated water into the glass ves- 
BeL If the iron bar be now tested 
^»- •• \yj applying iron filings or small 
tacks to its projecting ends, it will be found to 
have become magnetic. Remove the bar from the 
helix, and it will at once lose all its magnetic 
property. Eeplace it in the helix and it becomes 
magnetic ; take the plates and helix and iron bar 
out of the solution in the glass vessel, and again 
all the magnetism of the bar disappears. 

Thus it is evident that if a wire carrying a cur- 
rent of electricity be wound round an iron bar, 
temporary magnetism is communicated to the bar 
which magnetism exists only as long as the iron 
bar is surrounded by the coils of wire and the 
electric current continues to flow. 

11. Electro-Magnets. — This magnetic 
state is called Induced Magnetism, to distinguish 
it from the permanent magnetic condition of steel 
bars which we are familiar with in the form o' 
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honesboe-magnets. If, instead of asin^^ n ^eeVU 
battery siicb as bas been described, one of a more 
powerful description be employed, and if tbe iroiL 
bar be bent, as shown in Fig, *Tr^ and 
several convolutions of wire be wound 
on it, an induced magnetic force can be 
obtained sufficient to sustain a weight 
of hundreds of pounds. Such a bar of 
iron, whether straight or bent, is termed 
an electro-magnet. 

12. Action of a Steel Magnet of a 

Helix of Wire. — Attache wire helix (10) to 
the Galvanometer, as shown, Fig^ 8. No effect 
will be produced on the Galvanometer by the 
helix, but if a permanent steel magnet, A, be 
passed into it, the Gal- 
vanometer will be at 
once influenced, and 
the needle deflected. 
Thus it is seen that an ^'^* 8- 

electrical current can be excited in a wire by the 
action of a permanent magnet, as it was seen 
(10) that magnetism can be excited in an iron 
bar bv the influence of an electrified wire. 

13. Increased Effects resulting from 
Increased Current Action. — All the effects 
produced by the Simple Battery described in the 
preceding experiments may be increased by em 
ploying a more powerful battery, but the differencs 
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mil be in extent only, the phenomena themselvei 
remaining the same. 

Although, in perfonning these experiments, it 
does not at first sight seem that much has been 
done, yet it is from the principles thus demon- 
strated that the wonderful science of Telegraphy 
has proceeded. However complicated and sur- 
prising the present condition of that part of sci- 
ence is, Telegraphy is but the application of the 
facts shown in the experiments just detailed to 
some of the requirements of daily life. 

14. Current, or Dynamic Elebtrio- 

Ity. — The electricity evolved by a galvanic bat- 
tery is designated Current or Dynamic Electricity 
(6), and requires for its conveyance a complete 
circuit of some conducting substance or substances 
from the plate emitting the current back to the 
same plate again. 

16. Static Electricity. — There is an- 
other condition of electricity called Static Elec- 
tricity that should be adverted 
to, as both states are manifested 
by the Intensity Coil. The Static 
condition of electricity differs 
from the Current in that it may 
be regarded as a state of quies- 
cent accumulation. It is associ- 
ated with some sur/acej which 
is then said to be charged^ and 
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■uch surface will emit sparks whenever anr coq> 
dnotor is presented to it A familiar experiment 
will illastrate this. Take a stick of sealing-wax, 
and Tab one end briskly witk a piece of far or 
flannel, Jl^. 9. Wlten this has been done, the 
was will become electrically excited, and if the 
knackle be passed over the surface a series of 
smt^l sparks will be seen, accompanied with a 
crackling noise. This is electricity in the Static 
oondition. 



GAIiTAinO BATTERIES. 



16. Galvanlo Batteries. — It will b« 
proper now to give some explanation of the van. 
oQB kinds of Galvanic Batteries that are generally 
employed. This will prevent any further reference 
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Ho specific forms of battery, when the expeiimente 
with the Intensity Coil are described. The term 
** the Battery " will then be used, and that phrase 
will be taken to express the particular kind, as well 
AS the number of cells that may have been se- 
lected. 

17. Elements of a Galvanic Bat- 
tery. — ^To constitute a Galvanic Battery it is 
necessary (3) to have two dissimilar substances or 
surfaces, both being conductors of electricity, and 
they must be placed in a fluid that will act more 
energetically on one than on the other. The sub- 
stance or surface less acted upon is called the 
Negative element, and that more acted upon the 
Positive element of the batterv. The substances 
or surfaces may be flat or circular ; they may be 
near together or more widely asunder ; they may 
be both of them metallic, or only one of them a 
metal ; such variations only affect the force of the 
electric current evolved. The materials used as 
the elements of Galvanic batteries are usually such 
as these : Copper and Zinc, Silver and Zinc, Pla- 
tinum and Zinc, Carbon and Zinc, Cast Iron and 
Zinc; and for the exciting fluids, Sulphuric and 
Nitric Acids, Bichromate of Potassa, and Sulphate 
of Copper. Many other combinations can be em- 
ployed for evolving electric currents, but results 
so obtained are more interesting^in a scientific than 
in a practical point of view. Therefore the Cruik- 



23 



dhank's, Daniel's, Smee's, Grove's, Callan's, Ban- 
sen's, and the Bichromate batteries, which are 
those that require the materials mentioned, wil} 
alone be described. 

Only one of the elements of the battery if 
acted upon by the exciting fluid, and dissolved (oi 
worn away, as the usual phrase is). This is the 
positive element, while the other, which is not 
acted upon or worn away, is the negative element. 

18. Poles of a Galvanic Battery. — 

Much confusion exists in the minds of many per- 
sons with reference to the terms the Positive and 
Negative elements of a battery and the Positive 
and Negative jw>/e« of a battery. This is readily 
dissipated by observing that the term element is 
applied to that part of the plate of a battery that 
is within the exciting fluid, such being the active 
part of the plate, and the term pole to 
that part of the plate that is without the 
fluid and which becomes the conductor 
only. The term positive is intended to 
signify that from whence the current 
proceeds, while the negative signifies 
that which the current enters. Bv a ref- 
erence to the accompanying illustration, 
It will be seen that the same plate of a ^®' * 
battery is the positive element and the negative 
pole. By following the course of the arrows. Fig* 
11, it will be found that the current flows fron> 
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one plate through the fluid, and np the other plate. 
It then passes from the end of tiiat plate through 
the wire that connects the two together to the top 
of the plate from whence it originally started. 
Thus it is that each plate of a battery has opposite 
terms applied to it, one part being called Positire 
and the other part Negative. 

19. XUectrodes. — ^Dr. Faraday disuses the 
word pole altogether, and calls the ends of the ele- 
ments that are outside the exciting fluid Elec- 
trodes, the paths or ways of the electricity ; and 
to express the emitting or Positive Electrodes, ho 
prefixes the syllable an, and to express the receiv* 
ing or Negative Electrode, the syllable cath. So 
that, in the language of that distinguished man, 
the upper end of the Negative element of the bat- 
tery (usually called the Positive poU) is the emit- 
ting or An-electrode, and the upper end of the 
Positive element (usually called the Negative pole)^ 
is the receiving or Cath-electrode. For conve- 
nience of pronunciation, these two words are short- 
ened to anode and cathode ; and in deference to 
so distinguished an authority, these terms will be 
ased throughout this book, instead of the words 
positive pole and negative pole. 
* 20. Compound Batteries. — In the 
foregoing remarks, a simple or single cell battery 
only has been described. But the principles de- 
tailed belong equally to any multiple of the single 
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cell, forming what is then called a ComponncI 
Battery.— i^i^. 10, Fig, 62. 

21. Quantity Arrangement of a 

Battery. — In uniting single cell batteries to 
form a compound battery, the anode of each single 
cell battery may be attached to one metallic bar or 
wire, and the cathode of each single cell to another 
similar bar or wire. This is called the quantity 
method of arrangement, and the effects obtained 
from such a compound battery will be similar to 
those that would be produced by a single cell bat- 
tery, the plates of which were equal in surface to 
the sum of all the plates in the compound battery. 
Such a method of connection converts, in fact, a 
number of small batteries into one large one. 

22. Intensity Arrangement of Bat- 
tery. — If it be desired to give to the current of 
electricity evolved from- any single cell battery a 
greater power of overcoming obstacles, then other 
batteries must be united with it in such a mannei 
that the current from the one battery will circu- 
kte through all the batteries that are added to it. 
This is called the intensity arrangement, and it re- 
quires that the anode of one battery be united to 
the cathode of the next, and so on through tht) 
entire series employed. 

23. Necessity for Uniformity oJ 
Size in Batteries. — In uniting single bat- 
teries together to form an intensity arrangement, 
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care should be taken to use batteries whose nega- 
tive elements are of eqtial size. If this be not at- 
tended to, the power of the series will be reduced 
to what it would be were all the batteries the size 
of the smallest one. The absolute power of any 
galvanic battery, all other things the same, de- 
pends upon the area of the surface of the negative 
element. 

24. Electrodes of Oompound Bat- 
teries. — When a compound battery is arranged 
as a quantity battery (21), any part of the bar or 
wire to which the anodes of the single batteries 
are united will form the anode of the compound 
battery ; and any part of the bar or wire to which 
the cathodes of the single batteries are attached 
will be its cathode. When single batteries are 
arranged for an Intensity Battery (22), the un- 
connected cathode of the first battery will be the 
cathode of the series, and the unconnected anode 
of the last battery will be the anode of the 8e> 
ries. To attach a Galvanic Battery, whether a 
simple or compound form, to any piece of appa- 
ratus, it is only necessary to carry wires from the 
two electrodes to the apparatus that is to be em* 
ployed. 

26. Continuity of Circuit. — The ef- 
fects producible by a Galvanic Battery are mani- 
fested in the passage of the current from one elco- 
trode to the other (4) ; and therefore, in arrang- 



ing » Galvanic Batteiy and apparatus, an UDintsr^ 
luptod condactor, of some kind or otb«r, miut b* 
pronded between the two electrodes. 



BATTERIES, HOW OONSTRXTOTED. 

26. Omilcvhaiik'B Battery.— This bat- 
terj is only used as a Compond Battery (20). 
It consists of pIat«B of zinc and copper naited to- 
gether in pairs, and fitted into grooves in the sides 
of a wooden trongh. A suitable space is left be- 
tween the pairs of plates, and this space forms the 
cell for receiving the exciting fluid. CmikshanVa 
battery is excited with a dilute solution of snlpbn- 
ric acid, with slight addition of nitric acid, but it 
is not a very convenient fonn for experimental 
parposss. It is used for telegraphic purposes, 
and also for medical galvanism. 

27. Daniel's Battery.— This 
admirable battery consists of a copper 
cylinder, in which is placed a cylinder 
of porous earthenware, and in this a 
sine rod, Fig. 12, the zinc being the 
potiUve, and the copper the negative 
element Two exciting solutions are 
required for this battery ; one a satu- 
rated solution of sulphate of copper, and Yvt. u. 



the Oiher a Bolution of sulphaiic acid (c«miK"TciAi 

oil of vitriol) in the proportion of sever parts of 
water by measure to one part of snipburic acid. 
Tlie Bolntion of sulphate of copper is placed in the 
copper cylinder, and the dilated snlphuric acid in 
the porous cylinder. The porous cylinder keeps 
the two solutions separate, and at the same time 
allows the electric current to pass through its sides. 
A binding screw attached to the zinc rod, and one 
attached to the copper cylinder, form the cathode 
and anode (19). It is not necessary to have any 
containing vessel for this battery ; the copper cyl- 
inder being closed at the bottom performs that 
office. This battery ia very effective in use, re- 
markably constant, ftnd gives a current of consid- 
erable intensity. 

28. Smee's Batterr.— This form of bat- 
tery has perhaps been more extensively used than 
any other galvanic arrangement. 
It conaists of a plate of platin- 
ized silver for the negative ele- 
ment with two plates of zinc 
for the positive element, Fiff. 
13. The platinized silver plate 
is usually attached to a wooden 
j bar, and the zinc plates, being 
f placed one on each ude of the 
Fia. 13. same, are kept in the required 

position by a metal cramp paasing over the top 
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df the bar. A binding screw, passed throngh the 
wooden bar and attached to the silver plate, forms 
the anode, and a similar binding screw, on the 
cramp that holds the zincs to the bar, is the cath- 
ode. An earthenware or other suitable containing 
▼essel is required for this battery, and it is excited 
I J a solution of sulphuric acid (commercial oil of 
vitriol) in the proportion of 7 parts of water by 
measure to 1 part of sulphuric acid. This bat- 
tery is admirably a^dapted for electro-depositions 
and also for general galvanic experiments ; but it is 
not the most suitable kind for producing electric 
light, nor for the intensity coiL It is easily 
managed, is tolerably constant, and requires only 
one exciting fluid ; and therefore porous cells are 
dispensed with. 

29. Grove's Battery. — The elements 
of this battery are platinum for the negative and 
xinc for the positive. This battery also requires 
B containing vessel to hold the entire arrange- 
ment, and an inner cell to hold the platinum 
plate only. This inner ceU, like that fb DaniePs 
batttry (27), must be of a porous earthenware, 
which will admit the passage of the galvanic cur- 
rent through its sides, but will not allow the ex- 
citing fluids to mingle. When the zinc plate is 
placed in the containing jar, the porous cell is to 
be put between the upright portions of the zinc, 
Mud the platinum plate is then put into the porous 
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jsll, Fig. 14. The idnc plate is usually made oat 

cf a loDg strip bent tip ia the form of the letter U, 

by which means the zinc ia brought 

opposite to each side of the platinum 

' plate. 

But it ia more advant^eons, in 
stead of bending a long slip of liiio, 
to employ three shorter pieces. Oott 
piece to be put at the bottom of the 
Fis. 14. containing jar, and two other pieces 
resting on this to form the two vertical sidea. 
This is leas expensive to make and more econom. 
ical in nse. A binding screw attached to tlie zinc 
plate, and one to the platinum, form the two elec- 
trodes. 

Two different exciting fluids are required for 
this battery, one for the platinum cell and the 
other for the zinc. That for the platinnm is, nitric 
acid (commerdal aquafortis) 3 parts, and sulphuric 
acid 1 part; and that for the zinc, sulphuric acid 
(commercial oil of vitriol), 1 part by measure 
added to 1 parts of water. This battery is con- 
venient in nse, and ia admirably adapted for gen- 
eral galvanic experiments, especially so for the in- 
tensity coil, but it is not generally snitable for 
mannfacturing purposes, 

30. BunBen'a Carbon Battery. — The 
elements of this battery are zinc for the positive, 
and carbon for the nrgative element A poroaa 
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eell and containing jar, and two esciting fluids, an 
required for this battery. The general arrange- 
ment of tlie Bunaen's Battery, and the nature of 
the ezdling fluids are precisely similar to those 
of Grove's Battery (29). The carbon usually 
employed for Buusen's Battery is obtidned from 
the deposited carbon that is found in the retort 
at the gas works, 

31. Oallan'i or Maynooth Battery. 
— ^A cast-iron vessel js used in this battery as the 
containing cell, and this forms the negativt ele- 
ment A porous cell is placed within the iron one, 
and the zinc plate which forms the poHtive element 
is put into it, Fi^. 16. Nitric acid is used in tha 
iron cell as the exciting fluid, and 

sulphuric acid (commercial oil of 
vitriol), 1 part by measure added 
to 1 parte of water, is used in the 
porous cell. Many experimenters 
admire this battery ; it is modeN 
ately cheap to construct, exposes a 
lat^ nt^ative surface, and evolves "■"■ li- 

ft powerful current; bat its cost in use is con- 
•iderable, owing to the lai^e quantity of nitri« 
acid required. 

32. Bichromate Battery.— This con- 
sists of a plate of gas carbon for tho ntgaHve ele- 
ment, and a plate of zinc for the jmntivt. TheM 
plates are attached to a bar, and suspended in the 
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eoutaining jar; no porous cell is required and on* 
exciting fluid only is used. The exciting fluid ia 
thus made : Dissolve powdered bichromate of 
potassa in hot water, the proportion being aboat 
2 ounces of bichromate to 1 pint of water. Wheo 
cold, add sulphuric acid (commercial oil of vitriol) 
in the proportion of 1 part of acid to 12 parts of 
bichromate solution. The addition of the acid 
will cause the evolution of a considerable degree 
of heat, and when the solution is again cold it is 
fit for use. This battery is convenient in use, does 
not emit any fumes, is very energetic, and will 
maintain its power about three hours. 

A very convenient preparation has recently 
been introduced for forming the solution for the 
Bichromate Battery. It is known as *'Allen'a 
Crystals for the Bichromate Battery," and it only 
requires to be dissolved in the propor* 
^ tion of 1 ounce of the crystals to 4 
ounces of water, and the solution is 
ready for use, without any further ad- 
dition. * 

A useful form of the Bichromate 
Battery is that shown in Fig, 16, 
which has a glass bottle for the con- 
taining cell, and the zinc' plate is in 
the centre, with a carbon plate on 
each side. The zinc is attached to a rod that 
passes up through the cap of the bottle, so that h 
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eao be drawn up or down. In charging the boU 
tie-shaped cell with the exciting fluid, the vessel 
should not be filled higher than the body, so as to 
leave the neck empty. The zinc plate is made 
somewhat shorter than the neck of the bottle, and 
when the battery is not required for use the zino 
can be drawn out of the solution in the body into 
the empty neck of the bottle, and then all action 
at once ceases. The solution can be left in the 
cell, and will keep good any length of time, and 
the battery can be put into action whenever re- 
quired. 

All the batteries described (27 to 32) can be 
used either as single or compound batteries, and 
can, if arranged as compound batteries, be con- 
nected either for quantity or intensity effects. 

33. Amalgamation of Zinc Plates.— 

The zinc plates used for the Smee's, Grove's, Gal- 
lants and Bunsen's Batteries, should be amalgar 
mated when the battery is first made, and they will 
require to be re-amalgamated from time to time. 
This is very readily effected by laying the zinc 
plate in dilute sulphuric acid of the strength used 
for the exciting solution, and allowing the plate to 
remain for some few minutes. It should then be 
taken out, and, while wet, have a globule or two 
of mercury placed on it, and rubbed over its faces 
and edges, so that it may present a uniform silvered 
appearance. This amalgamating is necessary in 
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order to prevent ^Lat is technically called loecU 
action, and its necessity may be thus exemplified. 
If a piece of unmnalgamated zinc be put into di> 
late sulphuric acid, the surface will be immediately 
covered with minute bubbles of hydrogen gas, and 
the acid solution will soon be in a state of effer- 
vescence, accompanied with a hissing sound. This 
will go on until the zinc is entirely dissolved, or 
the solution completely saturated with sulphate of 
zinc. But if the zinc plate be amalgamated, no 
action of this kind will take place ; the smooth- 
ness of the surface communicated by the mercury 
appears to cause the hydrogen first evolved to 
adhere to the plate, which is thus protected from 
any further action. This immunity only exists 
while the zinc plate is detached from the other 
part of the battery, or the circuit between the 
anode and the cathode is severed. When the zinc 
plate is in its place, and the circuit completed, the 
mercury affords no protection, as the hydrogen 
then is evolved at the negative element (3). 
When the zinc plates of a battery, after being 
washed, look black in parts, it is needful to re- 
amalgamate them previous to using them again. 

34. Elements of a Battery to be 

kept apart. — It will be obvious, from the 
foregoing remarks, that the positive and negative 
elements of a battery must not touch each other 
mtkin the exciting fiuid. They should be about 
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I to ^ inch apail, and the battenes that are used 
without porous cells will require to be examined 
from time to time, in order to see that these con- 
ditions have not become deranged 



INDUCED EIiEOTRIOITY. 

36. Induced Currents. — In a previons 
experiment (8) it was shown that an electrified 
wire is capable of exciting an electrical current 
in a wire that is contiguous to but not connected 
with it This kind of current is called an Induced 
Current The Induced Current differs strikingly 
from the Battery Current, inasmuch as the Bat- 
tery Current is continuous as long as the circuit is 
complete, whereas the Induced Current is but mo- 
mentary, and requires a disruption of the Battery 
Circuit to re-excite it The experiments (36 to 
43) will serve to illustrate the phenomena of In- 
duced Currents, and will render more obvious tht 
descriptions that will be given. 

36. Induced Current on Complet- 
ing Circuit. — Fix two wooden pillars. A, B, 
into the top of a wooden base, Fig, 17. The 
height of these pillars, or their distance apart, is 
not of material moment If the pillars be made 
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6 inches high, and be about 12 inches apart, such 
a proportion will be convenient. The top of each 
pillai' should have two binding screws in it, so that 
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Fig. 17. 

the bent wires C D and E F may be fitted in 
one below the other, and about ^ inch apart. 
The Galvanometer, G, is to be connected with the 
two binding screws carrying the lower wire, E F, 
so as to form a continuous and closed circuit. 
The cathode of the battery, H, is now to be con- 
nected with the binding screw D, forming one of 
the ends of the wire C D. It will be seen that 
the battery circuit is not yet completed, for the 
wire from the binding screw C is not connected 
with the anode of the battery; therefore all is 
quiescent If the battery circuit be completed by 
touching the anode of the battery with the wire 
from the binding screw C, the needle of the Gal- 
vanometer will be immediately deflected into an 
oblique position. This deflection, as observed be* 
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fore (8), is caused by the induced current of eleo- 
tricity that is set up. in the galvanometer circuit bj 
the action of the current that circulates through 
the battery circuit as soon as this latter is com- 
•>leted. 

37. Induced Current on Rupture of 
Circuit. — Let this be pursued further. Instead 
of simply touching the anode with the wire C, let 
the wire be fixed to the anode by means of its 
binding screw. A similar deflection will take 
place, but it will be seen that it exists only for an 
instant; the needle will soon return to its normal 
position, although the contact of the wire with the 
battery is still preserved. This shows that an in- 
duced current differs from the battery current in 
that it is but transient (36), and does not flow 
continuously. Separate the wire C from the anode 
of the battery, and again the needle will be de- 
flected ; but it will be observed that the deflection 
is now in the opposite direction to the former de- 
flection. This also only lasts for a moment, and 
the needle will then return again to its original po- 
sition. 

38. Necessity for Rupture of Bat- 
tery Circuit. — These experiments will enable 
the phenomena of induced currents to be better 
understood, for they show that the influence of an 
electrified wire upon a contiguous wire brings 
about an alteration in the electrical state of such 
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wire ; and this, in the present case, is shown b^ 
the deflection of the needle of the galvanometer. 
It is also seen that this electrical manifestation 
exists only while the alteration in the electrical 
condition of the wire is being brought about, for 
as soon as the alteration is effected it ceases. But 
more than this is shown, as it is manifest that the 
battery current has the power, not only of pro- 
ducing this alteration in the electrical state of the 
contiguous wire, but also of maintaining that al- 
tered condition, for the needle soon returned to 
its normal position, although the battery current 
continued to flow. Even this is not all, for when 
the battery circuit was interrupted by separating 
the wire from the anode of the battery, then the 
force that had been operating ceased, the wire in 
the galvanometer circuit returned to its normal 
condition ; but in doing this another current was 
set up, manifested by the second deflection of the 
needle, a current, be it observed, differing in some 
respects from the first, inasmuch as the deflection 
of the needle was in the opposite direction. 

39. Rapid Rupture of Battery Gir- 

OUit. — Let the mode of performing the experi- 
ment (36) be varied by attaching the wire from 
the file J, Fig, 18, to the anode of the battery. 
The file under these circumstances becomes the 
electrode ; and if the end of the wire from C be 
btought into contact with the file, the needle will 
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be deflected as before. Make contact by again 
touchiifg the file with the end of the wiie from C, 
and draw it along the surface of the file. This 
process will give a succession of contact-making 
and contact-breaking; for every time the wire 
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Fig. 18. 

passes off one tooth of the file, contact will b^ 
broken, and each time it again touches the next 
tooth contact will be renewed. Under these cu^ 
cumstances the needle of the galvanometer will be 
kept in a state of oscillation. The rapidity of the 
operation of making and breaking contact enables 
the induced electricity which only exists for a mo- 
ment to approximate to the character of a con- 
tinuous current. 

40. Induction in the Battery Gir- 

OUit. — There is another condition of Induction 
that will require to be noticed in order to enable 
all the phenomena of the Intensity Coil to be un- 
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dentood. In the preceding experiment the action 
of an electrified wire upon an inde- 
pendent wire was noticed ; it will now 
be seen, that under certain circum- 
stances, an electrified wire acts upon 
itself. Prepare a battery (say that 
shown at Fig. 16), and attach one end 
of an insulated wire, about 18 inches 
long, to the cathode. The other end 
of the wire is to be brought into 
contact with the anode and then sep- 
arated, when a minute spark will be 
seen at the point of rupture. Fig. 19. 

41. Induction in Scalaxi- 
form Battery Wire. — Remove 
the wire from the battery, and bend 
it into a scalariform or ladder-like 
shape. Repeat the former experi- 
ment with the wire thus arranged^ 
and the spark will be perceptibly 
Fw. 19. larger and brighter. 

42. Induction in Spiral Batterf 

Wire. — Chai^ge now the form of the wire by 

winding it into a spiral 
c ^^ — g|^ or helix, C, Fig, 20. Oi> 

repeating this experiment 
with the wire in this shape^ 
the spark is still further 
^^«- ^ increased. 
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43. Magnetic Induction in Battery 

Circuit. — Repeat the former experiment (42), 

first inserting the 

rod, D, Fig. 21, 

into the centre 

of the helix, C, 

and when contact 

with the battery ^'^- *^- 

is broken under these altered circumstances, the 

force and brilliancy of the spark will be further 

intensified. 

The explanation is this : In the first experi* 
ment (40) the spark was produced by the com- 
bustion of the conducting wire by the unassisted 
force of the battery current In the second and 
third experiments (41 to 42), the increase in the 
spark was due to increased combustion of the 
conducting wire arising from the inductive action 
of one fold of the wire upon that contiguous to it. 
In the fourth experiment (43), the iron rod in the 
centre of the helix was rendered magnetic by the 
flow of the battery current round it, and this mag- 
netized rod in its turn acted on the helix, and thus 
•till further increased the force of the current. 

If a galvanometer (7) be made a part of fhe 
circuit in performing these experiments (40 to 
43), the effects described will be seen in the in- 
creasing length of the arc through which the 
needle will be deflected. It must be noticed that 
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these increased effects are manifested at the mo- 
ment of breaking battery contact, and, hke the 
former results (36), they are but transient, and 
only approximate to continuity by a rapid process 
"vf contact breaking. 

44. Electro-Ohemical Effects of 
Ourrent Electricity. — Prepare a piece of 

white blotting paper by immersing it in a solution 

of starch, and then drying it. 
Moisten the paper thus prepared 
with a solution of iodide of po- 
tassium, and lay it on a glass or 
ebonite plate. Arrange the bat- 
Pie. 28. iqj^ gQ tiiat the wires (which in 

this case must be platinum) from the electrodes 
may come down upon the moistened paper, Fig, 22. 
Let the ends of the wire be about -J- an inch 
apart, and in the course of a few seconds there 
will be a violet spot under the end of the wire 
from the anode of the battery. This color results 
from the decomposition of the iodide of potassium 
by the galvanic current and the union of the iodine 
thus Hberated with the starch that the paper was 
prepared with, forming iodide of starch, which la 
of a deep violet color. 
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HOW A OOIIi IS MADE. 

46. The Primary Goil. — From experi- 
■lents such as tHe preceding, it is obvious that ty 
arranging the wire used for uniting the two elec- 
trodes of a galvanic battery into the form of a 
helix, certain properties of the batteiy are greatly 
increased. When a long length of wire is used, it 
is best to wind it in two or more layers, one over 
the other. Such a helix is designated a Coil, and, 
because it is employed for conveying the battery 
current, it is called a Primary Coil. Whenever 
the word Primary is used with reference to gal- 
vanic arrangements or experiments, it is intended 
to signify some relation to a battery circuit* 

46. Construction of an Ordinary 

Primary Coil. — Prepare a paper tube, about 
4 inches long and J in. diameter, and wind on this 
tube two or three strands or layers of wire, on© 
over the other. The wire should be copper, cov- 
ered with cotton, and of the size of ordinary bell 
wire. A binding screw should be attached to each 
end of the wire, as shown in Fig, 23, by which 
means it can be conveniently united to a battery. 
This is a Primary Coil, and by its aid the results 
observed in 42, 43, can be obtained in a more 
marked and palpable manner. When the paper 
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tube upon which the wire is wound is filled up 
with an iron bar, greatly increased effects are 
manifested, and if, instead of 
a solid iron bar, a bundle of 
ron wire, A, Fig, 23, be em- ti^Q^MI^KN ^ 
ployed for this purpose, the ^^^^^KB\^ 

improvement is most striking. ^®' ^• 

47. Gonstruction of an Ordinal y 

Secondary Goil. — Prepare a second paper 
tube of similar length to that in the centre of the 
Primary Coil just described, but large enough in 
diameter to fit over it Fit two discs of wood on 
the ends of this tube, and then 
wind on five or six strands of cot- 
ton-covered wire about the size of 
stout packthread, and attach bind- 
ing screws to the beginning and 
end of such wire. This, when ^'«- ^• 

placed over the Primary Coil, is termed a Second- 
ary Coil, Fig. 24. It is contiguous to the Primary 
Coil, but has no connection with it. 

48. Sparks from Secondary Ooil.— 

Place two thin wires in the binding screws of the 
Secondary Coil, and bring their ends near to- 
gether, so that they all but touch, and place the 
Primary Coil, with its core of iron wires, within 
the Secondary Coil. Attach the Primary Coil to 
a battery, and break contact rapidly by means of a 
file (39), when a series of minute sparks will b« 
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•een between the ends of the wires from the Sec- 
ondary Coil (47). If the fingers be wetted and 
brought into contact with the two binding screws 
on the Secondary Coil, or with metal cylinders at- 
tached to them, a distinct shock will be felt when 
the contact between the Primary Coil and the bat- 
tery IS made or broken. It is thus that the coils 
of the electro-magnetic machines are constructed 
that have been made and sold by thousands, both 
for medical and experimental purposes. But such 
machines are not Intensity Coils, for their mode 
of constniction involves the loss of all bat a mere 
fragment of the electrical current excited in the 
wires of which they are composed. 

49. Contact Breakers. — As the induced 

cuiTents (36, 38) are only manifested when con- 
tact between the Primary Coil and the battery is 
made and broken, it will not be out of place to 
describe here the means by which this rupture is 
usually eflEected. The contrivance for this purpose 
is called a Contact Breaker, and it will only be 
necessary to describe two kinds, as they may be 
taken as types of those in ordinary use. 

60. The Mercury Contact Breaker. 

— In Fig, 25 is represented an apparatus devised 
by Dr. Kitchie, as a mode of obtaining rotary mo- 
tion by the temporary magnetization of an iron 
bar ; and this has been extensively employed as a 
Contact Breaker. It consists of a circular disc of 
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wood placed between the polos of a horseahoo mag;- 

Dct, having a deep channel turned in it, ao as to 

form a cup. This cup is divided into 

I two parts ',-.r semi-cups by a wooden 
bridge, the ends of which come oppo- 
site to the poles of the magnet A 
brass pillar rises up from the centre of 
Fi 25. '''^ bridge, supporting on its top an 
iron bar wound round with insulated 
wire, the two ends of which 'come down into the 
cup, and are of snch a length, that when the iron 
bar is rotated, they will just pass over the bridge 
without touching it. This bar, or Electro- magnet 
(11}, as it really is, has a pointed pin projecting 
from its underside, which fits into the brass pil- 
lar, and this ari'angement allows the bar to rotate 
with very little impediment from friction. The 
two semi-cups are to be filled with mercury, which 
will stand up above the top of the bridge, the 
bridge thus causing a sort of trough between 

The wires from the electrodes of a battery are 
to be put into the mercury in the semi-cnps (one 
into each), and the rotating bar moved round so 
that it may stand acrots instead of in the line of 
the bridge. As soon as this is done the wires 
from the iron bar will touch the mercury, and the 
battery current will then circulate round the bar 
>nd convert it into ui electro-magnet (II). The 
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north and south poles of the hiynfiedavx magnet 
will attract dissimilar poles, produced in the iron 
bar by the action of the battery current in the iron 
bar, and draw them round until they are opposite 
to the two poles of the horseshoe magnet. This 
operation will also carry the wires out of the mer- 
cury, and communication with the battery will be 
interrupted, and consequently the electro-magnet 
will lose all its properties. 

At first sight it would appear that the electro- 
magnet would now come to a state of rest, but this 
is not the case : the impetus it acquired by its par- 
tial rotation will carry it a little beyond the line of 
he bridge, and this will bring the points of the 
wires again into the mercury iu the semi-cups. 
But it will be noticed that the wires do not come 
into the same semi-cups as before, and that the 
battery current therefore flows through the wire 
on the iron bar in the opposite direction ; conse- 
quently the polarity now acquired by the bar is 
opposite to that which it had before. The end of 
the electro-maguetizcd bar that is now north >- 
thus near to the north pole of the horseshoe mag- 
net, and these two mutually repel each other, and 
by this force the rotating bar is driven to a posi 
tion at righ^ angles to the bridge, and where its 
north can be attracted by the south of the horse- 
slioe magnet. This attractive force carries the bar 
through another quarter of the circle, and it ii 
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brought again with its wires over the bridge. 
But the wires coming ^ain into the opposite semi- 
cups, opposite polarity is induced, again it is driven 
through a quarter circle, attracted through another 
quarter of the circle until it is once more over the 
bridge. 

In this way, by this alternate magnetization 
and demagnetization, an attractive and repulsive 
action is obtained, by means of which a rapid ro- 
tation is produced, and contact made and broken 
twice in each revoli^tion. 

This, though a convenient Contact Breaker for 
some purposes, is not suitable for use when lai^e 
batteries or coils are employed. Every time the 
wires leave the mercury a vivid spark occurs, and 
the surface of the mercury soon becomes covered 
with a coating of oxide of mercury. This oxide 
being a non-conductor prevents the battery cur- 
rent from flowing into the wire, and so interrupts 
the action. These inconveniences are remedied by 
the form of Contact Breaker now to be described, 
and which is usually called the Vibrating Contact 
Breaker. 

61. Vibrating Contact Breaker.— 

By a reference to the illustration. Fig. 26, the 
general form of this Contact Breaker will be seen. 
It consists of a base-boai'd having an outer brass 
pillar, a centre brass pillar, and an electro-magnet 
(11). The electro- magnet is fixed to the board 
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with its poles upwards, and the ends of the wire 
that is wound round it are thus disposed of. 
One end is left open, so that the battery may 
be connected with it, and 
the other end passes under 
the board to the base of tbe 
centre pillar. The outer pil-< 
lar, at its upper pai-t, holds 
the end of a metal spring Fio. 86. 

which passes through the ring of the centre pillar 
to the poles of the electro-magnet. Here the end 
of the spring is armed with a plate or clapper of 
iron, which should stand when the spring is at rest 
about 1-lOth of an inch above the poles of the 
electro-magnet. A screw passes through the ring 
at the top of the centre pillar, and comes just in con- 
tact with the spring. The spring at this point, as 
well as the end of the screw, must be of platinum. 
When one electrode of a battery is attached to 
the open end of the wire of the electro-magnet and 
the other electrode to the outer brass pillar, the 
circuit is complete. If the anode of the battery 
(19) be connected with the electro-magnet, the 
current will enter there, circulate round it, commu- 
nicate magnetic properties to it, and pass under 
the board to the centre pillar. It will rise up here 
to the ring and descend through the screw to the 
jpring, and from thence by the outer pillar to the 
tsathode of the battery. 
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The electro-magnet will now attract the iron 
clapper at the end of the spring down to itBelf, 
and by this means a separation takes place between 
the end of the screw and the spring, and the bat- 
tery circuit is interrupted. The electro-magnet 
then loses all its attractive power ; it can no longer 
hold the clapper down, and the spring thus liber- 
ated rises to the position it formerly occupied, and 
again comes into contact with the end of the screw 
tliat passes through the ring. As soon as this 
takes place the current again flows, the electro- 
magnet exercises attractive influence on the clap- 
per, and draws it down. This once more breaks 
contact, again the spring resumes its position, and 
thus a rapid vibration is kept up ; every oscillation 
of the spring being associated with making and 
breaking contact with the battery. 

When this contact breaker is applied to Inten- 
sity Coils, it is usual to employ the iron bundle 
forming the core of the coil (46) as the electro- 
magnet, and to place the vibrating spring vertical 
instead of horizontal 




HOW AN tNTENSnrr OOII. IS 
ULADE. 



62. Intensity OoUs.— It is to M. Runu- 
KOTF, of Fftris, that the scientific world is indebted 
for a knowledge of the means by which the entire 
reanlts of the combined action of battery, wires, 
and iron core can be obtained. H. Rdhmeofv 
may, therefore, be properly regarded as the inven- 
tor of the Intbijbitt or Induction Coil. As it 
IB proposed to give in detail instructions for mak- 
ing as nell as ubikq these coils, it will not be 
necessary to do more than advert thus to the in* 
ventor, as the elements of the invention itself will 
be found in the directions that are to follow. 

The parte of an Intensity Coil are these — the 
Reel, the Primary Coil, tiie Secondary Coil, tha 
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Iron Bundle or core, the Contact Breaker, the 
Condenser, the Pedestal or base, and the Commu- 
tator. The dimensions about to be given are not 
intended to be taken as expressing the absolute 
relation that must exist between the various parts 
of an Intensity Coil. They may be considerably 
varied without impairing the efficiency of the ap- 
paratus. 

53. The Reel. — The Reel consists of a 
hollow cylinder or tube, with a square or circular 
plate finnly fixed on each end of the same. The 
cylinder should be formed of paper, and the plates 
or reel ends, as they may be called, should be of 
gutta percha or ebonite. 

The reel ends should be flat, and not less than 
f in. thick, and if circular a facet should be made 
on the edge of each, so that when the reel is com- 
plete it may stand steadily on the pedestal. The 
hole through the centre of the reel ends should 
be turned perfectly true, so as to fit the outside 
of the cylinder, and a shoulder should be left on 
the outer face sufficient to prevent the paper cyl- 
mder from being pushed through the ends when 
it is being fastened on. The reel ends may be 
4|- inches diameter if circular, or 4 inches by 4 
inches if square. Tiey can be fastened to the 
paper cylinder by Thompson's Liverpool glue or 
cement 

The cylinder should be formed of cartridge 
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paper cat into a long strip, and when gammed oi 
pasted on one side, wound round a rod } inch 
diameter. When properly done a firm tube, Y 
inches long, 1 inch diameter, and about 1-1 6th of 
an inch thick, is obtained. This is to be allowed to 
dry thoroughly, and the ends cut perfectly at right 
angles to the axis. The discs or ends must be 
firmly fastened to the cylinder, and in order to 
effect this the holes through the discs should be 
slightly tapered, the larger dimensions being to- 
wards the shoulder. Before fixing the paper cyl- 
inder a slightly conical plug should be provided, 
fitting the inside of the cylinder. When the parts 
arc ready and carefully coated with the glue, they 
are to be put together, and the conical plug grad- 
ually pressed into the end of the cylinder, whicl 
will expand it a little and force it into close con- 
tact with the sides of the hole in the disc, and it 
is to remain in this position until the glue is thor- 
oughly set, when the plug can be removed. The 
Reel should be provided with a hollow gi'oove in 
the edges of the discs, if they be circular, in order 
to receive the pieces of catgut cord that are to 
fasten it to the base ; if they be square they can 
be fastened by screws. Two holes are to be drilled 
through one of the ends of the reel, in order to 
allow the primary wire to be passed through. 
These holes should be about ^ in. diameter, and 
they should be somewhat oblique in their direct 
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tioD, 80 that th<) wire where passed through the 
reel end may not be at right angles with the axis 
of the reel 

64. The Primary Coil.— The Primary 
Coil consists- of copper wire covered with cotton, 
and of a size known as No. 16. averaging about 
18 yards to the lb. One end of the wire is to be 
passed from the inside through one of the holes 
m the reel end, so as to project six or eight inches, 
and the wire is then to be carefully wound over the 
cyUnder up to the other end, and then back again^ 
80 as to form two layers of wire over the other> 
When this is completed, the remaining end of the 
wire is to be passed through the second hole in 
the reel end. Such a quantity of wire will weigh 
about one pound. Before putting on the wire it is 
necessary to fit a wooden or metal rod inside the 
paper cylinder of the reel. If this be not done, 
the cylinder is likely to be damaged by the force 
required to wind the wire round it. 

When the Primary Wire is laid on, it should 
be varnished with two or three successive coats of 
Tarnish composed of shellac dissolved in spirits of 
▼ine. Care should be taken that one coat be thor* 
oughly dry before a second is put on. The var- 
nish for the first coat should be thin, so that it may 
be readily absorbed by the covering of the wire 
and conveyed to the underneath layer. When the 
ramish is dry and hai'd, the primary wire is to b» 



65 



carefullj covered with a strip of cartridgij paper 
passed twice or three times over the wire, and fa»- 
tened by gum- water or glue. This paper muat be 
cut exactly to the width between the inside faces 
of the ends of the reel. It must be drawn tightly 
when put on, but not so tightly as to show on its 
surface the interstices between the rows of wire. 
This paper covering, when dry, is to be carefully ' 
varnished, and must present a smooth cyhndrical 
surface, having no interspace between it and the 
inside face of the reel ends. 

Shellac varnish, laid on as above described, 
'forms a good insulator, but it is not quite so effec- 
tive a mixture as the ordinary black rosin of com- 
merce and beeswax. This preparation is rather 
more difficult to apply, but it is greatly superior to 
the varnish when it is done. 

The method to be adopted is this : the rosin is 
to be melted in an earthen vessel and a small quan- 
tity .of beeswax added to it; the proportion of 
wax has to be determined by experiment The 
use of the wax being to diminish the friability of 
the rosin without interfering with its hardness. 
Usually about one-fifth by weight of wax will be 
found a suitable quantity. The rosin and wax 
when fully melted and heated almost to boiling, is 
to be carefully poured over the wire by means of 
a spoon or ladle, turning the coil round and repeat- 
ing the application until the mixture has conK 
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pletely permeated the strands and filled up all th« 
interstices between the wires. 

If this be done neatly, the paper covering wil! 
not be required ; should, however, the outer sur- 
face of the coil be otherwise than smooth and even, 
the paper must be laid on as directed. 

When the rosin mixture is employed as the 
insulating material, it will be found cbnvenieut to 
wind the wires on to the cylinder and insulate the 
same before the reel ends are fixed on. 

66. The Secondazy Coil. — This is also 
formed of copper wire, but the wire must be cov- 
ered with silky and of a size known as No. 38, 
averaging about 180 yards to the ounce; the quan- 
tity required will be about 6 ounces. In winding 
this wire on the reel, the most scrupulous care is 
needed, not only to avoid any break in the wire, 
but also any kink or bend in it The diameter of 
this wire is 0067 in. The layers of the Secondary 
Wire should not be carried close up to the end of 
the Primary Coil, in order to avoid the possibility 
of the wire of one layer sinking down to the level 
of that below it. It must be borne in mind, that 
when a layer of wire is finished and insulated, it 
is next to impossible to take it ofE again ; conse- 
quently every care must be taken to prevent any 
failure in winding it on. One layer of the Sec- 
ondary Wire is to be wound on at one time and 
then most carefully coated with the shellac yamis)* 
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or with the rosin mixture (64). When tills hat 
been done, the layer of wire is farther insulated 
by wrapping round it several thicknesses of gutta- 
percha tissue, or of thin white demy paper, pre- 
viously soaked in the rosin mixture (64), and 
allowed to become hard. 

Whichever material be used, it must be cut in 
strips a little wider than the length of the layer of 
wire it is to cover and then wound on tightly, but 
smoothly. The length of the strip should be such 
as to wrap three or four times round the coil, and 
it must be fastened with the varnish or rosin mix- 
ture. When the requisite quantity of wire is put 
on, eight or ten folds of the insulating paper or 
tissue mnst be wrapped round the coil before the 
ornamental covering of silk velvet is applied. 

If the wires forming the coil have been put on 
before the reel ends have been fixed to the inner 
paper cylinder, the reel ends must now be put in 
their places, and when they are firmly set, the in- 
terspaces between the ends of the layers of wire 
and the inside of the reel ends should bo carefully 
filled up with the rosin mixture (64) so that the 
insulation may be perfected. 

The winding of the Secondary Wire should 
begin at the opposite end of the coil to that at 
which the winding of the Primary Coil com- 
menced, and it must finish at the same end at 
which it began. The two ends of the wire should 
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be woand into two helixes, and these can be pasac-d 
through holes in the reel ends, in order that thej 
may be connected with the other part of the ap- 
paratus. 

66. Testing the Secondary Wire. — 

Before the winding of the Secondary Wire is com- 
menced it should be tested, which may be done in 
the following way : — ^Attach one end of the wire 
on the bobbin (as it comes from the coverers) to 
one electrode of a battery, and the other end of 
one of the binding screws of a galvanometer (7). 
The circuit is now to be completed by uniting the 
other electrode of the battery with the other bind- 
ing screw of the galvanometer, and if there be no 
break in the wire a deflection of the needle will 
ensue. Should no deflection take place the wire 
must be unwound from the bobbin and carefully 
examined, and the break detected and soldered. 

When the continuity of the wire has thus been 
ascertained or effected, the operation of winding it 
on to the reel can be commenced. Each layer of 
wire, as it is wound on and before it is insulated, 
should be tested by the galvanometer. For this 
operation, a different course to that just described 
should be adopted. The beginning of the Second- 
ary Wire on the reel is to be connected with one 
of the biaiing screws of the galvanometer, and the 
end of the wire that still remains on the bobbin is 
to be attached to the other bindins; screw of the 
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Mine, JiHg. 28. The two ends of the Primary Coil 
are to be connected with the batteiy, and if there 

be no fault in the Secondary Wire the needle of 

the galvanometer 

will be deflected ; 

the layer can then 

be inaulated (66), 

and the like conrse 



with each layer. 

Should it be Pia. ss. 

necessary to solder two ends of the Secondary 
Wire together, the silk coating must be removed 
from each end. The ends must then be carefully 
brightened, by rubbing them with fine glass paper. 
The ends of the two wires are to be put side by 
udc in contact with each other, and a small piece 
of tinfoil wrapped round both wires, and moistened 
with a solution of muriate of zinc, and then moved 
over the flame of a very small spirit lamp, and in 
a few seconds the tinfoil will melt and unite the 
wires together. Should it be necessary to apply 
the wires again to the lamp, they must be first 
moistened with a fresh portion of muriate of zinc. 
The wires should overlap each other about half an 
inch, and when the soldering is complete, tbe silk 
eovering is to be most carefully replaced, 

67. The Iron Bundle.— This is simply 
« bundle of uncovered iron wires, about No. 18 
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gauge. The wires should be quite striught, and of 
exactly equal lengths, and about i inch longer than 
the outside measurement of the coil. The centre 
of the coil is to be filled with these wires ; and 
when this has been done, a short piece of larger 
wire, carrying on one of its ends a disc of iron 
about ^ inch thick and f inch diameter, should be 
pushed into the centre of the coil at each end, so 
as to secure the bundle in its place. 

58. The Contact Breaker.— The form 
of Contact Breaker used for Intensity Coils is that 
known as the Vibrating Contact Breaker, a de- 
scription of which has been previously given. In 
the form described (61), an electro-magnet was 
provided, so that such a contact breaker could be 
applied to any kind of apparatus whatever. But 
it is not desirable to use a separate electro-magnet 
for intensity coils, as a resistance is offered by it 
to the battery current, and therefore the iron 
bundle in the coil (67), which becomes an electro- 
magnet., is used instead. 

This arrangement necessitates an alteration in 

the position of the spring and iron clapper, which, 

as will be seen in the illustration, Fi^, 

20, is placed vertically. The spring is 

fixed to a brass block attached to the 

pedestal, the block having a vertical 

Fio. M. plate rising on one side. A screw passes 

through this vertical plate of the block, and comes 
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into contact with the spring a little way above itt 
point of fixation to the blocL The use of this 
screw is to increase or decrease the tension of the 
spring, and to regulate its distance from the end of 
the iron bundle. At the top end of the spring is 
an iron cylinder or clapper about i in. long, and 
of similar diameter, and the spring should be ad- 
justed so that the face of this cylinder may, when 
the spring is at rest, be about ^ in. from the end 
of the bundle. A strong brass pillar risQs up also 
from the pedestal, and reaches a little above the 
centre of the coil. Through the top of this pillar 
a strong screw (called the platinum screw) passes^ 
carrying on its end a piece of platinum, which 
comes into contact with the spring at, or a little 
below where the iron cylinder is attached to it* 
The spring at this part is armed with platinum, 
and it is here that the contact is made and broken. 
The platinum screw is provided with a running 
boss, so that when the screw is adjusted, the boss 
can be brought up tightly against the pillar, and 
thus prevent the screw from shifting. The sur- 
faces of the platinum will require to be smoothed 
and scraped from time to time, in order to main- 
tain complete contact. It will not be necessary 
to repeat here the reason why the spring vibrates ; 
that has been fully described before (61.) 

69. The Condenser. — This part of the 
apparatus is usually shut up in the cavity of the 
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pedestal forming the base, although it can, if pre* 
ferred, be separate. The Condenser is the inren-. 
tion of M. Fiseau, of Paris, and its purport is to 
add to the energy of the current that traverses the 
primary wire, and consequently, to increase the 
force of the secondary discharge. The Condenser 
consists of a number of plates of tinfoil, separated 
by sheets of carefully-varnished or rosinized (56) 
paper, the alternate tinfoil plates being attached 
together, thus forming two separate insulated 
series. One series of the plates is connected with 
the pillar of the contact breaker that carries the 
platinum screw and the other series with the block 
that holds the vibrating spring. It will be seen 
from this, that these plates do not form part of the 
battery circuit, but are, as it were, lateral expan- 
sions of that circuit, on each side of the contact 
breaker. The insulating sheets between the tin- 
foil plates have by these means their electrical con- 
dition disturbed, and when the battery circuit is 
interrupted the plates return to their normal state, 
and, in so doing, increase the action of the current 
circulating in the primary wire. 

The paper intended to be used for separating 
the plates of the Condenser, should be moderately 
thin, and not too heavily sized. The paper should 
be cut into pieces rather larger than is required, 
and then dipped into a solution of 1 oz. of shellac 
dissolved in 6 ozs. of methylated spirit, and hung 
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ap to diy. The paper should remain suspended 
for some hours, and then be carefully examined 
sheet by sheet; and if the minutest pinhole be 
observed in any sheet, it must be rejected. A 
second coating of shellac varnish is now to be 
applied, and when thoroughly dry, the paper is 
ready for use. It must then be cut to the proper 
size, and preserved in a portfolio until required for 
use. Rosinized paper can be used instead of the 
varnished paper if prefen'ed. In that case it 
should be prepared as before directed (66, 67). 
The ordinary tissue-paper does well for the pur- 
pose, but that known as white demy is perhaps the 
better kind. 

The details of a Condenser for the Coil being 
described are these : Prepare 50 sheets of tinfoil, 
each 5 inches long and 5 incnes wide, and also 60 
pieces of insulating paper, each 7x5, and two 
thin boards of mahogany of rather smaller size, 
varnished on each side. One of the mahogany 
boards is to be laid down, and npon this five of 
the insulating papers are to be placed, and then 
one of the tinfoil plates, taking care to lay this 
latter down, so that one inch of its breadth pro- 
jects over one side of the varnished paper. An- 
other paper is to be laid on this, coinciding in 
position with the first paper, and npon this the 
second tinfoil plate is to be laid, bat with the 
overhanging part coming out at the oppoaite side 
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(o that of the fonner one. This is to be covored 
with an insulating paper, and then a thiid tinfoD 
plate is to be laid down, but the overhanging part 
of this plate is to be on the same side as the first 
plate. This is to be followed by the other plates 
in similar order, taking care that the ends of each 
alternate plate project at one side, and the ends of 
the intervening ones on the opposite side. When 
this has been done, five more papers are to be laid 
on, and, finally, the second mahogany board, and 
the whole is then to be tied up with gutta-percha 
string. All the projecting tinfoils at one side are 
to be pressed together, also those at the other side ; 
the Condenser is then ready to be placed in the 
cavity of the pedestal. 

60. The Pedestal or Base. — This 

should be made about 13 in. long, and 8 in. wide^ 
and 2 in. deep. The bottom must be made move- 
able, and should be fixed by screws or buttons, and 
any kind of moulding can be placed round the 
pedestal, to suit the taste of the constructor. The 
coil is to be placed horizontally in the centre of 
the pedestal, and it . will be necessary to make 
holes in the top, in order to fix the coil in its 
proper position. Other holes will be required in 
the top of the base, to allow the ends of the 
primary wires, together with the pillars and bind- 
ing screws, to be passed through in order to attach 
them to their proper places underneath the same^ 
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The Contact Breaker is to be fixed in its plact 
at one end of the coil, and two binding screws are 
also required to be fitted to the same end of the 
pedestal. At the other end of the pedestal two 
pillars of ebonite are to be placed. These may be 
6 inches high and aboat J inch diameter. If the 
ebonite be cut ofE about an inch longer than is re- 
quired, the extra inch can be turned down to a pin 
about ^ inch in diameter and a screw cut on its 
end. The holes in the pedestal are to be made 
sufficiently large to allow these pins to pass through, 
and the pillars can then be firmly fixed by putting 
a nut on the under side. On the top of each pil- 
lar should be a double binding screw, that is, a 
binding screw with two holes, and a separate screw 
to each. One of these holes is for the reception of 
one of the ends of the secondary wire of the coil, 
and the other hole in the same binding screw is to 
attach any apparatus that is to be employed in 
conjunction with the coil. 

61. The Commutator. — This instrument 
is shown at Fig, 
SO, and its use is 
to change the di- 
rection in which 
the current flows 
through the pri- 
mary circuit, and, of necessity, to change the di» 
rection of that in the secondary circuit also. 




Fig. 80. 
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This, though an extremely useful addition to ao 
Intensity Coil, cannot be regarded as one of its 
essential elements. 

The Commutator consists of a cylinder of ivory 
or ebonite, and may be 1 inch long and 1 inch di- 
ameter. A metal axis should project from each 
end, and these two axes are not simply the ends of 
one piece of metal running through the cylinder ; 
they are separate pieces, and must not be united 
together. Two plates of brass about f in. wide 
are fixed to opposite sides of the cylinder, one of 
these plates being connected with one axis, and 
the other with the other axis. The cylinder is 
supported horizontally on two brass blocks or pil- 
lars, that are fixed to the base-board, and there are 
also two brass springs that rise up from the board, 
and press on the brass plates on the face of the 
cylinder. Four bindins: screws are also on the 
board ; two are connected with the two springs, by 
wires passing underneath or over the base-board, 
and the other two binding screws with the blocks 
carrying the axes of the cylinder. One of the 
axes projects through the block in which it rests, 
and on this is fitted an ivory or ebonite plate, so as 
to enable the cylinder to be turned round when 
required. Two of the binding screws on the board 
are to be connected with the battery, and the other 
two binding screws with the apparatus to be op- 
erated with. 



67 



The cu- rent proceeds from the auode of iho 
battery, tbrougli one of the binding screws of the 
CommutRtAr, and from thence under or over the 
board to one of the springs, and proceeds up this 
to the plate on the ivory or ebonite cylinder it 
•8 in o^ntact with. From thence it passes to the 
first axis, then through the block in which th« 
axis rests, and out by the binding screw connected 
with that block to the apparatus, returning by the 
other spring plate and second axis to the battery. 
When the cylinder is turned half round, and with- 
out any other change in the arrangement, the cur- 
rent will pass through the apparatus in the oppo- 
site direction to what it did before. It will still 
proceed from the anode of the battery to the first 
spring, but that spring is now in contact with the 
plate that is connected with the second axis, and^ 
therefore the current will proceed from this axis, 
and return to the battery by the first axis. 

If the pedestal on which the coil is mounted 
be made sufiSciently large, the Commutator can be 
fixed on to it, and then the separate stand and 
binding screws will not be required. The Com- 
mntator is not only capable of being used as a cur- 
rent reverser, but also as a current suspender ; for 
if the cylinder be turned only one quarter of a 
revolution, the springs w'ill rest upon the inter- 
spnco between the two brass plates, and contact 
will be l)roken. This should always be done wbil* 
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the arrangements for the secondary current art 
being made, in order to avoid receiving what might 
prove an unpleasant shock. 

62. The Coil Connections. — A word 

of explanation may be here given as to the way 
of making the connections underneath the base 
board, and it will be assumed that the Commuta* 
tor is not on the base-board, but will be, if re- 
quired to be used, a separate instrument, Od 
turning the pedestal of the coil upside down, the 
under side will, when all the parts are connected 

together, present the 
appearance shown in 
Fig. 31. The letters 
A and B represent 
the ends of the bind- 
inor screws to which 
FiQ. 31. the battery is at- 

tached ; C is the end of the pillar of the contact 
breaker that carries the platinum screw ; D is the 
end of the block that carries the spring forming 
the other part of the contact breaker ; E and F 
are the beginning and end of the primary coil. 

A loose board, I, should be fitted into the 
pedestal, and it should be fixed about half way 
up from the bottom. This is required to lay the 
Condenser on, and to afford convenient means for 
attaching it The dotted lines will represent this 
loose board, and upon it, at G and H, two flat 
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plates of brass, about 1 inch square, are to be 
fixed, having a screwed pin in the centre of each. 
These plates are for connecting tho Condenser 
with the contact breaker. The various screws 
spoken of should project through the top of the 
pedestal full -| of an inch, so as to enable nuts to 
be screwed over them. Three strips of sheet cop- 
per about I inch wide are to be prepared, two of 
them having a hole at one end and a bindinor screw 
at the other, and the third one is to have a hole at 
each end. This latter one is to be long enough to 
connect B with C, as shown by the dotted line. 
This is done by dropping the strip over the pro- 
jecting screws of B and C, then screwing a nut 
down tightly on to the copper, which will secure 
the strip, and make the requisite contact. The 
strips with binding screws are to be used to con- 
nect A with E, and D with F, the binding screws 
securing the wires E and F, and the holes in the 
copper strips enabling them to pass over the pro- 
jecting screws D and A, where they are fixed by 
nuts, as in the former case. When the anode of 
the battery is attached to the binding screw which 
h seen at A, and the cathode to that at B, then 
the current will flow throusfh the coil. The cir- 
cuit will be seen to be complete in the direction of 
the dotted line A to E, through the primary coil, 
and out at F, then from F to D, and through the 
contact breaker to C, and from C to B. 
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Tho Condenser is to be laid down on the loose^ 
board I, with the projecting tinfoils resting on the 
brass plates G and H. A hole may be punched 
throuorh each set of tin-foils, to admit the screw 
pin passing through them. A brass plate can then 
be laid on the top of the tin-foils, and by means 
of a nut on the screw pin they will be pressed 
closely together. When the Condenser has been 
fitted in its place, the nuts are to be loosened and 
the top brass plate taken off, and two copper strips 
with holes at each end fitted over the pina. 
These copper strips must be long enough to con- 
nect the pin G of the condenser with C of the 
contact breaker and the pin II with D, and when 
this is done, the nut may be screwed up tightly 
again. Should the Condenser not be thick enough 
to fill up the space between the loose board and 
the bottom, the latter must be padded, so that 
when it is put into its place it will press tightly on 
the Condenser, and prevent it from shifting. 

63. Battery Power for the CoU.— 

The Coil is now complete, and it may be used with 
any battery equal in power to a Grove's battery of 
six cells. Less battery power can be employed if 
so desired, but then the full effects of the entire 
combination will not be obtained, and if tlie bat- 
tery power be greatly in excess, the secondary wire 
nay become heated, its insulations impaired, and 
the coil utterly ruined. 



HOW AIT INTENSITY OOII. IS 
USED. 



64. Electrodes of the Secondary 
Ooll.— If two wires be aiBxed to the binding 
screws that represent the ends of the Secondary 
Coil, these wires are designated the Elocirodes 
(19) of the Secondary Coil, And if these wires 
be attached to the Discharger mentioned below 
(66), then the ends of the lods of the Discharger 
are called the Electrodes. 

65. Experiments vrith the Inten- 
sity Ooil. — The experiments to be performed 
with the Intensity Coil are for the most part 
efiects of the secondary current. They consist of 
loRiinous and calorific discharges, electro- chemical 
phenomena, inductive and physiological effectik 
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These experiments, for the sake of perspicuity, 
will be grouped together, and some instructions 
given for performing the same. The phrase, " At- 
tach to the Coil," will be frequently used in de- 
scribing these experiments, and that will be taken 
to signify that the apparatus in question is to be 
connected with the binding screws that represent 
the two ends of the Secondary Coil. 

66. The Discharger. — In operating with 
an Intensity Coil, it will be found convenient for 
some experiments to employ a modification of the 
apparatus known as Henley's Discharger. This is 
represented in Fig, 33, and it consists of two p^Iass 
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or ebonite pillars, rising up from a base-board 
and carrying two binding screws and horizontal 
tubes, through which two brass rods with insulat- 
ed handles slide. The ends of these two rods are 
drilled up a short distance, and are provided with 
side screws passing into the holes so made. This 
arrangement is made in order to admit of the at- 
tachment of small wires for the purpose of pur- 
forming various experiments. The binding screws 
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on the tops of the pillars are for connecting th« 
Discharger with the Secondary Coil. A small 
ebonite table is fixed to the base-board, and upon 
this table can be placed anything that is to bo 
operated on. This table fits into a socket, and can 
be removed when required. 

67. Primary Spark. — When the batterj 
is connected with the Coil, a small but intensely 
vivid spark is seen at the point of the platinum 
screw, where it comes into contact with the spring 
of the contact breaker (51). This spark appears 
as though it were a brilliant star, and when the bat- 
tery and coil are large, it has the aspect of a flame. 
This, although apparently continuous, is in reality 
intermittent, as no spark exists while the platinum 
screw is in contact with the spring. 

68. Secondary Spark. — "Attach two 

wires to the Coil," and biing their 

ends near to each other. When the 

battery circuit is completed, a stream 

of sparks will pass between the wires. 

Fig. 34. These sparks are manifes- ^^*' ^• 

tations of the dynamic condition of the Secondary 

current (14). 

69. Static Spark. — Remove the wires 
from the binding screws of the Coil, and apply the 
knuckle or any other conductor to them. Sparks 
of a feeble brilliancy and of a comparatively loose 
appearance, will pass from one of them to the 
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knackle, such sparks being tho manifostation of 
tli« static condition (16) of the cnrrent. 

70. Elongated Dynamic Spark.— 

Attach two moderately thin silk covered wires to 
the Coil, and direct the end of one towards the 
side of the other, and when they are sufficiently 
near to each other long brnsh-like dynamic sparks 
will pass between them. On examining the struc- 
ture of the spark through a magnifier, it will be 
seen that the appearances of the two ends of the 
spark greatly differ. One end of the spark is the 
more brilliant, and of a red color, the other end 
being of a feebly luminous violet color, enveloping 
the entire end of the wire. These phenomena are 
more manifestly seen when the spark is passing 
through a vacuum (116). 

71. Calorific Dynamic Spark. — ^Alter 
the position of the two wires or Electrodes (64), 
as they will in future be called, employed for the 
preceding experiment, and bring their ends oppo- 
site each other. Diminish the distance between 
the two wires, and the spark will become brighter 
and more intense, and assume a fiery red color. 
This is tho condition of spark suitable for igni- 
tions, and all calorific effects. 

72. Intermittent Character of the 

Spark. — Arrange the electrodes (71) so as to 
obtain sparks of medium length. These sparks 
follow so rapidly upon each that the impression 
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of one spark does not fade from the retina of 
the eye before another spark passes. That these 
are sparks, and not a continuous flame, can be 
satisfactorDy shown by the following experiment : 
Direct the eyes to the stream of sparks with some- 
what vacant stare, and then, without moving the 
head^ sharply turn the eyes, cither upwards or 
downwards. This movement will cause the image 
of the sparks to fall upon successive portions of 
the retina, and a series of images, one below the 
other, will be seen, having the appearance of the 
rungs of a ladder. 

73. Retaining Power of the Retina. 

— The impression made by a luminous object on 
the retina of the human eye lasts for about one- 
eighth of a second ; therefore, when the eye is rap- 
idly moved, the impression is retained on the retina 
after the light from the spark ceases to fall upon 
that particular spot, and thus the series of luminous 
images result. When a continuous light (such as 
that from a taper passing through a small hole in 
a card) is treated in the same way, an elongated 
image is seen, but not a succession of separate 
images. 

74. Divergence of the Spark to- 
wards a Flame. — ^Arrange the electrodes so 
as to obtain the spark of average length, and, 
while the current is passing, bring the flame of a 
•mall taper near the stream of sparks. The char- 
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acter of the spark will be at once changed, its 
luminosity will be considerably diminished, and it 
will be attracted apparently by the flame, Fig» 35. 

The heated atmosphere sur- 
rounding the flame, and the 
particles of carbon in the 
flame, form a better conduct- 
ing medium than the ordi- 
nary atmosphere ; and this is 
Pig 35 " * ^^ probable explanation of 

the phenomenon. 

75. Elongation of the Spark by a 

Flame. — Remove the taper from the side of the 
electrodes. Fig, 74, and place it with the flame 
fully below them. Under these circumstances, it 
will be found that the electrodes can be separated 
much farther apart than before. The spark be- 
comes blue and loose, but three or four times 
longer than could otherwise be obtained. The 
rarefied condition of the air caused by the flame ol 
the taper is the probable cause of this. 

76. Action of the Flame of Bun 
sen's Burner. — Place a Bunsen's burner on a 
sheet of ebonite or gutta-percha, and attach one 
of the electrodes to some part of the same. Light 
the burner, and approach the other electrode 
to the part of the flame, and the spark will pass 
down it to the metal tube from whence the flam© 
issues. If a little common salt be thrown into 
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the flame, its apparent conducting power is in- 
creased. 

77. Change in Spark passing 

through a Flame. — Approximate the elec- 
trodes, Fig, 36, so as to obtain the calorific spark 
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(71), and then bring the flame of a wax taper 
between them, so that the spark may pass just over 
the top of the wick. The spark will assume an 
egg-like form of intense whiteness. 

Separate the electrodes a little, and elevate the 
taper. It will be seen to travel round the wick, 
forming an intensely blue stripe. 

In performing these experiments, the ends 
of the electrodes will be blackened by a deposit 
of carbon from the flame of the taper. When the 
taper is taken away, and the electrodes approxi- 
mated towards each other so as to produce the 
calorific spark, this coating will be rendered incan- 
descent, and the ends of the electrodes will glow 
like vivid white stai*s. 

78. Modification of the Spark by 

Surface. — Attach a metal ball, about J inch 
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diameter, to odc electrode, and approximate the 
end of the other electrode towards it, Fig, 37. 

^^ Under these circumstances 

m ^' fli'' the spark will be divided into 



J I II * number of branches, i-a- 



r 



diating from the end of the 
Fio. 37. , , J 

electrode. 

79. The Shield Experiment.— Re- 
move the ball from the electrode, Fig. 37, and 
substitute a concave metal plate. A somewhat 
similar division of the spark will take place, but it 
will be accompanied by a loud report. 

80. Apparent Bending of the Spark. 

— Arrange the electrodes so as to produce the 
elongated spark (70), and bring the edge of a 
gutta-percha or ebonite plate into contact with it. 

Fig. 38. The spark will be 

bent as though it were forced 

out of a straight line by the 

Fig. 88. pressure of the plate against it 

81. Spark over Softened Grutta- 

Feroha. — Approximate the two electrodes so 
as to produce more of a calorific spark (71), and 
then interpose a piece of thin gutta-percha. The 
spark will pass over the edge of the gutta-percha, 
which will become softened and partially transpar- 
ent, and under these circumstances the zigzag form 
of the spark can be seen through the intei-posing 
sheet. In .this softened state the gutta-percha 
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offers less resistance to the passage of the spark 
over it, and consequently the edge of the gutta- 
percha can be moved farther through the direct 
line of the spark. 

82. Spark over Partial Conductor. 

— Moisten a plate of gutta-percha or ebonite, and 

then bring down the ends of the electrodes upon 

the wetted surface, Fig, 39. The spark under 

these circumstances will be 

greatly increased in length, 

and will assume a beautiful 

zigzag form, and be broken 

up into fragments or points yiq. 89. 

of light. 

83. Fiery Scrolls. — Lay a plate of tin- 
foil on a piece of ebonite or gutta-percha, and 
bring one of the electrodes into contact with the 
margin of the plate. Arrange the other electrode 
fio that it may stand over the centre of the tin-foil, 
leaving a distance between something more than 
that necessary for the calorific spark (71). The 
stream of sparks appears as though it was separ- 
ated into a number of diverging rays, which, im- 
pinging on the plate, become formed into a snake- 
like shape. 

84. Sheet of Fire, — Approximate the 
electrodes so as to obtain the calorific spark (71), 
and while the stream of electricity is passing blow 
apon it- through a glass taper tube. The tube 
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may be attached to a small pair of bellows, or it 
may be blown through from the mouth. 

The spark itself appears unaffected, and pro- 
ceeds without any disturbance from the blast of 
air passing over it. But a long sheet of fiery- 
colored flame is driven out from the opposite side, 
apparently as though the air passing through the 
stream of sparks became ignited. 

85. Spark over Finely-divided 

Xflietal. — Place some copper filings and steel 
filings in a mortar and rub them down verv fine. 
Sift the combined dust lightly over a piece of 
ebonite or gutta-percha. Bring the two electrodes 
in contact with the metal filings, and the spark will 
dart in all directions, deflagrating in its passage 
some of the particles of metal, and acquiring there- 
by an artificial color. 

86. Spark over Water. — Place a large 

drop of water on the surface of a glass or smooth 

ebonite plate, and bring the electrodes down to- 

wards the opposite margins of the 

^ ^ water, Fig, 40. By this arrangement 

Lbi L bJ the spark will pass through a much 

I* larger space than it would if the water 

^®' ' removed. The spark passes over or 

round the edge as it were of the water, and not 

throuorh it. 

87. Spark obtained from Water.— 

Place one of the electrodes into an ordinary drink- 
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ing glass tilled with water. On bringing the end 
of the other electrode towards the surface of the 
water, vivid sparks will pass between it and the 
water. 

88. Action of Oil on the Color of 

the Spark. — Dip the ends of the electrodes in 
oil, and then approximate them so as to obtain the 
colorific spark (71). The color of the spark wili 
be intensely green. 

89. Spark not Extinguishable by- 
Water. — To perform this experiment it is neces- 
sary to prepare two small glass tubes about two 
inches long, with one end of each bent at right 
angles. Through these tubes platinum wires are 
to be passed, so that they just come through the 
bent end of the tube. The glass at this end is to 
be carefully melted round the platinum, and when 
cold, any projecting wire is to be cut off, so that 
a surface of platinum equal only to tliie are.i of 

the section of the wire remains exposed. 
These tubes are to be fitted through a 
disc of cork, in such a way that the plat- 
inum ends may be opposite to and all but 
Fw. 41. touching each other. Fig, 41. 

The disc of cork carrvinjj the tubes is now to 
be laid on to the top of a glass vessel filled with 
distilled water, and the electrodes from the coil 
laid upon the platinum wires projecting from the 
upper ends of the two glass tubes. As soon a» 
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the coil is iri action, small vividly white sparks will 
pass through the water. 

90. Influence of the Eleotrio Cur- 
rent upon Oil. — Place upon the plate, Fig, 42, 
a globule of oil of larger or smaller dimension, ac- 
cording to the power of the 
coil employed. Bring down 
one of the electrodes near to 
the margin of the oil, and a 
slight commotion will be ob- 
served in it. It appears as though that side of the 
oil were in a state of effervescence. Place the 
other electrode on the opposite side, and likewise 
near to the margin of the oil. The effervescence 
will be remarkably intensified and will manifest 
itself in apparent flashes, radiating from one elec- 
trode towards the other electrode, and pervading 
more than half the distance between them. These 
flashes are not electrical, but are only reflections 
of the light from the room, which falling upon the 
oil, shows the perturbations of its surface. 

The margin of the oil opposite one of the elec- 
trodes will begin to thrust itself out, apparently 
attracted by it, and this will go on until the elec- 
trode is reached and enveloped. The side of the 
globule of oil towards the electrode now seems dis- 
integrated, and appears to be driven towards the 
other electrode, a thin film only remaining, which 
appears as though it were dried by heat. This is 
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probably tho explanation; the resistance ofiicred 
by the oil to the passage of the current resolving 
some of the electricity into heat. 

91. Apparent Impelling Power of 

the Current. — Place a small quantity of somu 
light non-conducting powder on a plate of opa) 
glass, and make a slight mound of it by gently 
tapping the under side of the glass. Let the base 
of the mound be more in diameter than the space 
through which the spark of the coil to be em- 
ployed will pass. Place the ends of the two elec- 
trodes on the opposite edges of the powder, and 
barely in contact with it 

As soon as the coil is in action the particles of 
powder are to be in motion. One electrode seems 
as though it blew away the particles near to it, and 
a division begins to appear in the edges midvtray 
between the two electrodes. This rent increases 
until it reaches across the mass of powder, dividing 
it into two parts. The portion at one side con- 
tinues to diminish by the particles being trans- 
ferred across the channel between the two portions 
to the other side. 

But the particles do not stop here ; they arc 
spread far and wide over the glass round the elec- 
trode, and arranged smoothly and regularly as a 
snow-drift It is a noticeable thing that, although 
the particles seem thus blown away, yet a small 
quantity gathers round the electrode, completely 
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enveloping it some distance up from the end, while 
at the same time, although the particles are appar- 
ently blown toward the other electrode, yet the 
glass around its end is completely clear, as though 
it repelled all the particles immediately contigu- 
ous to it. Crystallized galHc acid is a very good 
powder to use for this pui-pose, as it consists of 
minute needle-shaped crystals, that are easily ob- 
served through a magnifier, and consequently the 
movement of the particles is clearly seen. 

92. Dr! Wright's Cohesion Ezperi- 

ment. — For this experiment a clean plate of 
mica or glass is to be laid upon a metal plate, 
which should be, for the better display of the re- 
sult, dead black. One electrode is to be attached 
to the plate, and the other placed vertically in the 
centre of the mica or glass, and in contact with 
it. A drop or two of liquid is to be placed on" the 
glass, round the end of this electrode. As soon as 
the coil is in action a number of small points form 
at the margin of the drop of liquid, which push 
forward and become trunks from whence other 
tiny streams start. After continuing the action , 
for some time the glass plate is covered with the 
.' most beautiful arborescent figures. 

It is not of consequence which of the elec- 
trodes be in contact with the liquid, the only dif. 
ference being a change of pattern. Different figures 
are produced by water acid, and saline solutions. 
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and the same solution acts difi^erentially when 
placed upon mica or upon glass. The figures pro- 
duced seem to be regulated by the cohesion be- 
tween the fluid and the surface upon which it 
rests, and aliso by the cohesion of the particles 
of the fluid itself. 

93. Disruptive Action of the Spaxk 

on Paper. — La-y <^ plate of tin-foil or other m^tul 
on a suitable support, and attach one of the elec- 
trodes to it. Place on this a piece of writing- 
paper, and iM'ing the end of the other electrode 
near to it. As soon as the spark passes the paper 
is punctured, and by removing the electrode, and 
approaching it again to other parts of the paper, a 
series of holes can be made, and any required pat- 
tern can thus be pierced. If card be used instead 
of paper, an appreciable space of time must elapse 
before the electrode is removed in order thor- 
oughly to perforate the card. 

94. Peouliax Character of these 

Perforations, — It is worthy of note that these 
holes are cleanly pierced, without any burr on 
either side, the margins of the holes being black- 
ened as though the paper were charred. In this 
respect they differ from the perforations made in 
paper or card by the charge of an ordinary Ley- 
den jar. In this latter case there is a remarkable 
burr round the boles, as though they were punc- 
tured with an instrument that only thrust aside 
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the fibres of the paper, and did not remove the 
portion necessary to leave the hole. 

96. Decomposition of Water,— This 

is shown by employing a cylindrical glass vessel, 
through the sides of which two platinum wires are 
passed, which should proceed some distance to- 
wards the centre of the cylinder, and then turn up 
at right angles, Mg. 43. The cylinder thus pre- 
pared should be partly tilled with water 
wed acidulated with sulphuric acid or 
vinegar, and it will then be ready .for use. 
The two electrodes of the coil are to be 
attached to the ends of the platinum wires 
outside the cylinder, and as soon as the 
coil is in action small bubbles of gas will 
be seen to form on the wires in the water. 
Fig. 43. "phese bubbles are oxygen gas and hydro- 
gen gas, anJ are the components of the water. 

If a cork carrying two tubes closed at one end 
be fitted into the mouth of the cylinder, so that 
the open ends of the tubes come over the platinum 
wire, and the tubes be filled with the acidulated 
water by inverting the whole apparatus, the hydro- 
gen gas will ascend into one tube and the oxygen 
gas into the other. 

96. Decomposition of a Neutral 

Salt, — Dissolve starch in hot water, and dip into 
it strips of stout white blotting-paper, and hang 
them up to dry. When dry, moisten the 8uifaoe 
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of one of the papers with a weak solution of iodide 
of potassium, and while wet place the paper upon 
a plate of glass or ebonite. One of the electrodes 
of the coil is to be attached to the margin of the 
paper, and the other electrode, which in this case 
mast be armed with platinum, is to be brought in 
contact with its surface. 

As soon as the coil is set in action, a purple 
spot is seen at the end of this electrode, resulting 
from the decomposition of the iodide of potassium, 
and the liberation of the iodine which unites with 
the starch in the paper, forming iodide of starch, 
the color of which is purple. 

By employing an electrode with a smooth end, 
letters or devices may thus be produced, the elec- 
trode apparently writing or tracing a purple line 
(44). 

97. Scintillation of Iron Wire. — 

AflBx a short length of fine iron wire to each elec- 
trode, and bring the ends near together so as to 
obtain the calorific spark (71). The end of the 
wire attached to one electrode will become red-hot 
and ignite, while that at the 
other electrode will remain 
cool, Fi^. 44. If the wires 
be surrounded by a glass tube Fio. 44. 

about J inch diameter, the cooling action of the 
atmosphere will be lessened and the deflagration 
intensified. 
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98. Deflagration of Leaf Metal. — 

Place a leaf of silver or gold, or Dutch metal, upon 
a sheet of paper, supported on ebonite or gutta- 
percha. Let one of the electrodes be in contact 
with one edge of the leaf, and approach the othoi 
electrode to the opposite edge. The metal defla- 
grates and disappears, coloring the spark and leav- 
ing an indelible stain upon the paper. 

99. Ignition of Phosphorus. — Place a 

piece of phosphorus of the size of a small pea 
upom a glass plate, and allow the spark to pass 
through it. The phosphorus will be ignited, and 
burn with the usual dense white fumes. The phos- 
phorus should be on a piece of glass or porcelain 
sufficiently large to prevent portions of the ignited 
phosphorus falling on to the table. 

100. Inflammation of Ether. — Places 
few drops of sulphuric ether upon a tuft of cotton 
wool, and by the aid of a pair of forceps hold the 
tuft of wool between the ends of the electrodes 
while the sparks are passing. The ether will be 
instantly ignited. The spark should be of a me- 
dium length, approaching to the character of the 
calorific spark (71). 

101. Inflammation of Hydrogen 

Gas. — AiTange the electrodes so that sparks of 
medmm length will pass between them. Direct a 
stream of the gas from an ordinary gas burner upoD 
tke sparks, and it will instantly buret into a flame 
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102. Explosion of Qas and Com- 

mon Air. — For this purpose a brass tube, shaped 
like a pistol barrel with a wooden stock, Fig. 45. 
is the most convenient apparatus. An ivory or 
ebonite plug must pass through one side of the 
ban*el, carrying a wire that should come near to 
the opposite side of the barrel. The barrel is to 
be charged by holding its mouth downwards over 
an ordinary gas burner ; the mouth is then to be 
closed with a cork. One electrode is to be at- 
tached to an eye in the barrel itself, and the other 
to the wire passing through the plug ; the spark 
will then pass through the 
mixed gas and air, and ig- 
nite them and blow out 
the cork. In performing Fio. 46. 

this experiment some care should be exercised, 
otherwise the baiTol will be entirely filled with hy- 
drogen gas. If this be the case it will not inflame. 

103. Ignition of Qun-Cot ton.— Hold 
a tuft of gun-cotton by means of a pair of forceps 
in the stream of sparks, and it will instantly ignite 
and disappear with a feeble report. 

104. Combustion of Lycopodiiun. — 

Scatter some lycopodium over a small tuft of cot- 
ton, and place some of the filaments in the stream 
of sparks ; the lycopodium will be set on fire. 

105. Re-lighting a Taper. — Ignite a 

tapei and then blow it out, and when it has ceased 
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to smoke bring the wick between the ends of th« 
electrodes, while the sparks are passing, and it will 
be re-lighted. 

106. Explosion of Gunpowder.— For 

this experiment, the gunpowder should be finely 
pulverized and sprinkled on cotton wool, as was 
directed for the lycopodiura (104). As soon as 
some of the filaments of the cotton carrying the 
gunpowder are brought into the stream of sparks 
the whole is ignited. 

107. Qalvanic Cartridge. — Tfnst to- 
gether two short lengths of gatta-percna covered 
wire, leaving a portion of the wires at each end 
uncased. Bend the wireb <tt one end a little bow 
form, so that the ends tuay stand opposed to each 
other and about ^ inch apart. Cut off a short 
length of gutta-percha tube about i inch in diam- 
eter and 1 inch long. Soften one end of the tube 
and place it over the bowed end of the twisted 

wires, and press down the sides of the tube, 
that it may come in contact with the gutta- 
percha coating of the wires and unite with 
the same. The cylinder thus formed. Fig, 
46, is to be filled with fine gunpowder, and 
the end closed with a disc of gutta-percha. 
When this is neatly dene, the powder will 
^"^'^ be enclosed in a water-tight chamber in con- 
tact with the ends of the wires. This may now 
be placed in a vessel of water and as soon as the 
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oatside ends of the twisted wires are attached to 
the electrodes, the cartridge will be exploded* 

108. Statham's Fuse. — To form this 
fuse it is only necessary to take a length of copper 
wire, covered with vulcanized india-rubber, and 
fold it back upon itself and twist it together. The 
wire, near where it is bent, will require to have a 
portion of its covering cut away, so as to enable a 
part of the wire to be removed, leaving a break in 
it of about ^ inch in length. This must be care- 
fully done, so as not to damage the inside layer of 
the remaining covering. This portion of the cov- 
ering should now be wrapped in a tuft of gun-cot- 
ton, and then protected by a suitable case. As 
soon as the two ends of the twisted wires are at- 
tached to a battery, the gun-cotton is exploded. 
The explanation is this : the contact of the vul- 
canized covering with the copper wire forms on 
the inside of the covering a coating of sulphide of 
copper. This is an imperfect conductor, and the 
current, intercepted in its flow by the break of the 
wire, proceeds over the coating of sulphide, which 
becomes ignited, and so inflames the gun-cotton. 

109. Abel's Fuse. — This consists of a 
tube or chamber, having two wires passing into 
it. The ends of these wires must be farther apart 
than the distance capable of being traversed by 
the spark of the coil it is to be used with. The 
chamber is charged with a mixture of chlorate of 
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potafisa, subphosphide of copper, and subsalphide 
of copper. These ingredients require to be mixed 
in proportions that will only partially conduct the 
current, in consequence of which, when the fuse is 
connected with the coil, heat is developed and the 
fuse ignited. 

110. Ohaxging a Leyden Jar. — Insu- 
late a Leyden jar by placing it upon a plate of 
ebonite or other non-conducting substance, and 
attach one of the electrodes to the ball of the jar. 
The other electrode is to be placed some little dis- 
tance from the outside coating of the jar, and as 
goon as the coil is in action the jar begins to 
charge and it can be discharged by an ordinary 
discharging rod. 

This experiment is more interesting if, instead 
of employing a Leyden jar with continuous tin-foil 
coatings, one covered with diamond-shaped spots 
be used. The diamonds on the outside of the jar 
should be pierced through the centre, so as to 
allow the points of the diamonds on the inside of 
the jar to be readily seen. 

111. Detonating Plane. —This piece 
of apparatus consists of a plate of glass about one 
foot square, having a coating of tin-foil on each 
side, with about one inch all round left uncoated 
The plate should be supported on its edge on a 
sheet of ebonite or gutta-percha and one of the 
electrodes brought into contact with the tin-foil 
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eoatitig of one of its sides. The other electrode ia 
to be brought nigh to the opposite coating leav- 
ing about ^ inch space between them. Fig. 47, 

As sooa as the coil is in action, sparks will 
be seen to paas between the electrode 
and the tin-foil, and in a few seconds 
a vivid flash will dart from one coat- 
ing over the iincoated edge to the 
other coating, accoinpaoied with a 
loud report. This report will be re- 
peated at intervals as long as the coil 
is in action The plate is, in fact a ^'^- *''■ 
coated Leyden surface, and the sparks over the 
edge are caused by the spontaneous discharge of 
the overcharged surfaces of the plane. 



VAOnnU EXPERIMENTS. 



1 12. Spark in a Rarefied ZSedium. 

—The foregoing: experiments are interesting and 
important in a scientific point of view, and many 
of theiii are extrcmelv beaiitil'nl ; but it is when 
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the electric discharge passes through transparent 
vessels partially exhausted that the incomparable 
splendor of these electrical phenomena are seen. 

For such experiments the vessels must be of 
glass, and metallic wires must be inserted air-tight 
at the two ends, or at some suitable distance from 
each other, a portion of the wires remaining out- 
fiide the glass vessel. The vessels may be large in 
diameter, or may be diminished to the size of 
tubes. They may be straight or bent and curved 
in any conceivable device {Fiff, 48). They may 
be of ordinary glass, or of glass having certain 
metallic oxides in its composition. The vessels or 
tubes may be filled with the atmosphere in a highly 
rarefied state, or they may be filled with other 
gases, inorganic or organic, in a similar condition. 
If there be a perfect vacuum in the vessel, the 
spark will not pass at all, nor will it pass if the 
vessel be full of air of the ordinary density ; a 
higly attenuated medium of some kind is essen- 
tial. 

The following pleasing experiment deiffion- 
Btrates the necessity of an atmosphere within any 
vessel that is to be made a pathway of the electric 
cnrrent. 

For this purpose a small tube only is required, 
one about 3 inches long and ^ inch diameter will 
do very well. The metallic wires should pass into 
the middle of the tube, so that their ends may 
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almost touch each other. The tube so prepared i» 
to be perfectly exhausted, and on connecting it 
with a coil, there will not be the faintest trace of 
a spark between the ends of the wires within the 
tube, although these may not be more than '01 
inch apart. 

In attaching such a tube to a coil, it is usual to 
employ the discharger (66) for the purpose. In 
that case the rods of the discharger should be 
placed obliquely to each other across the base- 
board, that the ends may be approximated so as 
to obtain a calorific spark (71). The exhaust- 
ed tube is now to be suspended to the rods of 
the discharger by means of fine uncoated wires^ 
passing through the projecting wires on the ends 
of the tube. It will be seen that this arrange- 
ment establishes two modes of completing the 
circuit: one by the spark leaping the interval 
between the ends of the rods of the discharger, 
and the other by passing between the ends of the 
platinum wire* within the tube ; the space in 
one case being perhaps 3 inches, and in the 
other case 'OX. ; the larger space being moreover 
a space in air, and the smaller being a space in 
vacuo. 

On attaching the rods of the discharger to 
the coil, the spavk will pass in a stream between 
the ends of the rod, but not the least trace of 
•park can be seen inside the tube, thus proving 



that the electric dischai^e will not take plac 



113. Iituninons Electric O'lobe.— Pre- 
pare a glass globe 5 or 6 iDches in diameter, hav- 
ing a stopcock at one end and a cap at the other. 
Let a wire with a rounded end project from the 
inside of the cap at the top of the globe, and also 
from the end of the stopcock, likewise within the 

globe. When completed, the ap- 
paratus will be a glass vessel with 
a cap at each end, and with two 
roanded wires projecting opposite 
to each other, a short distance with- 
in the globe, Fig. 49. 

Let the globe be partially ex- 

haosted, and then connect the two 

electrodes of the coil with the two 

caps of the globe, and put the coil 

"' ' into action. Instead of a spark it 

may be J- inch or 1 inch long, snch as could be 

obtained between the electrodes of the coil, a 

splendid stream of light is seen reaching across 

the inside of the globe from one wire to the 

other. 

114. Stratification of the Spark.— 
Detach the globe from the coil, and exhaust it 
thoroughly, and then introduce a small portion 
of the vapor of alcohol, naphtha, or any similar 
fajrdro-carbon. Connect the globe again with the 
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coil, and it will be found that a great cliange htu 
taken place in the character of the light Instead 
of appearing now as a stream poui'- 
ing from wire to wire, it will be di- 
vided into zones or belts, Fig. 50. 

Frequently these zones appear , 
as though they were slowly revolv- I 
ing on their own axes, having dark 
strite over their edges. Such rota- 
tions are apparent only, for, from 
■ome experiments of M. Quel, there 
is reason to believe that such move- 
Bent is only an optical illusion. 

115. Attraction of the Spark by a 
Detached Conductor. — Arrange the lumi- 
nous globe as in 113 or 

1 14, and while the stream 
of light is passing through 
the globe, hold the metal 
wire or other conductor to 
the outside of the globe, 
Fii/. 51. The current will 
be diverted from its path 
and flow to the side of the 
globe where the conduc- 

° Fro. SI. 

tons. 

116. Different AppearEiuces at the 
two Wires. — It has been before pointed out 
(70) that the two ends of the electric spark 
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passing between the electrodes of the coil greaUj 
differed in appearance. This is seen in a much 
more palpable and beautiful manner in the ex- 
hausted vessels. The wires projecting into these 
vessels are, in fact, prolongations of the elec- 
trodes, and the appearance at each is most strik- 
ing. 

At the electrode which may be in effect des- 
ignated as the anode, tl>e manifestation is that 
of a vivid star, usually of a fiery red color, just at 
the end of the wire. At the cathode it is usually 
of a violet color, soft and diffused in appearance, 
and enveloping the sides of the wire as well as 
its end. Frequently it looks not much unlike a 
violet bulrush. 

117. Change in the Color of the 

Spaxk. — Exhaust the globe, and then open the 
stopcock, so as to admit a very small portion of 
the atmospheric air, and connect it with the coil. 
The prevailing color of the stream of light now 
seen will be mauve. Again exhaust the globe, 
and admit a small portion of hydrogen gas. The 
color under these conditions will be mostly white. 
Once more exhaust the globe, and adniit a like 
quantity of nitrogen, and the colors given will be 
rose, verging to deep orange. If the globe be 
again deprived of its atmosphere, and a small 
portion of carbonic acid be admitted, thn color 
obtained will be pale green. 
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118. Fluoresoenoe. — ^This tei-m, fluoreft. 
cence, is applied by Mr. Stokes to the property 
that some bodies have, of altering the refran- 
gibility of certain rays of ligiit that fall upon 
them. This causes rays of light that are pro- 
duced by undulations too rapid to be appreci- 
ated by our visual organs to become visible ; and 
also, by a like process, alters the colors of other 
rays. 

119. Fluorescent Plate. — Examine a 

plate of glass, having oxide of uranium in its 
composition, by any ordinary light It will ap- 
pear of a feeble canary color. Place it near to 
an electric globe (113), or tubes (123), while 
the light is streaming through, and the uranium 
glass will be seen of a brilliant green color. 

120. Fluorescent Writing. — ^Dissolve 
a portion of sulphate of quinine in water, and 
write with the solution on a piece of paper. 
When dry, and viewed' in ordinary daylight, the 
writing is all but invisible; but when the pap^r 
is illuminated by the light from the electric globe 
(113), or tubes (123), the paper will appear as 
if written with beautiful blue ink. 

121. Phosphorescence. — The word 
phophorescence is used to express the properties 
that some substances, organic and inorgamo, have 
of emitting light when there is no combustion. It 
is also employed to signify the curious power that 
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•ome bodies have, when they have been exposed 
to light, of retaining the capability of exciting lu- 
niinons undulations, and thus becoming visible in 
a dark room. 

122. Phosphorescent Tube. — Fill a 

glass tube with dry sulphide of calcium or sulphide 
of strontium, and cork it up. View such a tube by 
the aid of light from the electric globe (113), or 
tubes (123), and no particular appearance will be 
manifested. Remove the tube to a dark room, and 
the powder will then be seen luminous with phos- 
phorescent light (132). 

123. Vacuum Tubes. — M. Geissler, of 
Bonn, first constructed the tubes designated 
" Vacuum Tubes," and they have since been 
largely manufactured in this country ; being bet- 
ter known in England as " Gassiot " tubes. They 
consist of closed tubes with two platinum wires 
passing through their sides or ends, carefully melt- 
ed in, and they are filled 'with the required vapor, 
and then hermetically closed. These tubes admit 
of all but endless variety of figures, and therefore 
the description of a few special forms will be suf* 
ficicnt 

When a vacuum tube is to be attached to a 
coil, one end of each electrode should be bent into 
the form of a hook, so as to unite more advan- 
tageously with the two projecting platinum wires 
ill the tubes. 
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124. Oasaiot'i Oasoade. — This in od« 
of the most beautiful experiments that can be per> 
formed. The usiml form of the apparatus is that 
<if a cylinder of glass, slightly enlarged at each end 
bulb-form, Fig. 52. The upper bnlb is divided 
from the rest of the cylinder by a glass 
partition, in the centre of which is a 
tube reaching down towards the lower 
bulb. This, like the upper, is separated I 

by a glass partition, having one or more 
faoles through it. On this lower parti- 
tion is filed a glass goblet, bo arranged 
that the tube from the upper bulb 
comes down inside the goblet nearly to 
its bottom. The platinum wires for 
the electrodes arc fixed one in the up- _^^^ 
per and the other in the lower bulb. F». si. 

When such a vacuum tube as this is oonnected 
with a coil, the spark enters the upper globe and 
-difiuses itself there. Then it passes down the cen. 
tre tube, and emerges from its end on to the bot- 
tom of the goblet, rises from here np tlie inside of 
the goblet, pours over its edge, streams down thf 
outside, through the hole in the bottom partition 
into the lower bulb, and finally escapes by the pla^ 
inum inserted there. The goblets are usually 
made of uranium glass (119), so that they glow 
-with a beautiful green light as though they wera 
«clf-li: 
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126. Compound Vacuum Tubes.— 

This phrase is intended to signify a vacuum tube 
of any desired form or device enveloped in a glass 
chamber. This chamber has no connection with 
the interior of the vacuum tube, its purport being 
to form a hollow case or covering round the out- 
side of the tube. The space between the two is 
filled with an aqueous solution of sulphate of qui- 
liine, or an alcoholic solution of stramonium, or a 
solution of sesculine. These solutions being fluor- 
escent greatly add to the beauty of the device 
(118), communicating a colored margin (usually 
a bright blue) to the stream of light that passes 
through the tube. 

126. Compound Volute Tube.— This 

tube is represented at Fig, 63, which may be taken 
as a type of the class of globe tubes. 
The general arrangements of these 
tubes may be thus described. The 
central portion is a large globe, con- 
taining within it a convoluted tube» 
This tube is sometimes, as in the illus- 
tration, a simple volute ; other arrange- 
ments have more complicated figures, 
such as crowns, crosses, stars, etc. 
The central globe holds the tube, but 
is not connected with it; it forms, in 
Fia. 63. fact, a chamber that is filled with one 

or other of the fluorescent solutions described 
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(126). The two ends of the convoluted tube 
enter into two smaller spheres, that contain the 
platinum wires. When such a tube as this is at- 
tached to the coil, the appearance is beautiful; 
the upper and lower globes are filled with a soft 
diffused light, of a rose or violet color. The con- 
Foluted portion; occupying the central globe, shines 
out with vivid brilliancy, of a uniform or varied 
colors, according as the glass of which it is com- 
posed is of one or mingled kinds. The fluorescent 
solution in the central globe gives a splendid fringe 
to the convolutions, and causes the whole to glow 
wHh colored light. 

127. Compound Spiral Tube. 

— This tube is shown at Fig, 54, and 
is only a modification of the form of 
that previously described 
(126). There is the in- 
terior tube, of a zigzag or 
spiral form, having at each 
end a bulb, with the plat- 
inum wire, and surrounded 
with a containing cylinder 
for holding the fluorescent 
solution (125). 

128. Double Branch Com- 
pound Tube. — The illustration given 
at Fig, 55 represents this class of tube. 
Each arm has the central convoluted 
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tube, one end of which is attached to the uppei 
globe, and the other end to the U-shaped tube 
that joins them together. Each branch is sur- 
rounded with the enveloping chamber for the 
fluorescent solution (125), and the convoluted 
tubes are made of similar devices in each branch, 
and also with dissimilar devices. When the 
forms of the convoluted tubes in the two 
branches are alike, different varieties of glass are 
sometimes used, and sometimes different fluores- 
cent solutions are employed in the two branches. 

It will be obvious that the vacuum tubes cai> 
thus be varied almost indefinitely, every change 
in form or arrangement introducing a fresh va- 
riety of the most lovely combinations of color* 
that can well be imagined. 

129. Horizontal Compound Spiral 

Tube. — Some devices show more advantageously 
when the tubes are horizontal, and these may be 
adverted to. At Fig, 56 one such tube is repre- 
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•ented, with a spiral convoluted tube, surrounded 
by a single or double chamber for holding the 
fluorescent liquid (125). 



130. Horizontal Oompound Bulb 
Tube. — ThU is shown at Fig. bl, aod it con- 
usts of a fteriea of short tubes, opening into ft 

anccesaioD of bulbs, and sairouuded 
by the eureloping chamber for the flu- 
orescent fluid (125). This form of 
tube is varied bj using different kinds 
of glass, as well as by the number and 
uze of the bulbs. 

131. Motto TubeB.— Speci- 
mens of these tubes are given at Figg. 
fi8 and 5S. The Convoluted Tube is 
bent into the shape of letters, form- 
ing in this case the motto, "God save 
the Queen," There is the enveloping 
chamber for the fluorescent fluid 
(125), and when such a tube is at- 



tached to a coil the motto appears i 
thongh written in flaming lettora. 
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The second illustration, Fig, 69, is without 
the enveloping chamber, and the bulbs are black- • 
ened, so that the device only is seen. 

132. Phosphorescent Vacuum Tube. 

— This is usually a cylindrical tube, with the 
platinum wire at each end, and containing dry 
sulphide of calcium. When attached to the coil, 
the inside of the tube is filled with a splendid 
stream of light, varying in color witli the nature 
of the gas contained in it (117) ; the sulphide of 
calcium in the tube appearing like a reflecting 
surface, adding to the brilliancy of the light On 
detaching the battery from the coil, or otherwise 
interrupting the passage of the electricity, the 
stream of light in the tube is instantly extin- 
guished, but the sulphide of calcium continues to 
glow with phosphorescent light (122). 

133. Seven Bulb Tube. — This is a 
beautiful kind of tube, and is usually made in the 
form of a triangle with three bulbs on one side, 
and one bulb on each of the other side^ the sixth 
and seventh bulbs carrying the platinum wires. 

The appearance of this tube is very fine ; the 
bulbs are filled with soft diffused light streaming 
round, and the connecting tubes look like in- 
tensely gleaming bands of fire. 

134. Six Bulb Tube. — The usual form 
of this beautiful tube is that of six bulbs in a row 
with U-shaped glass tubes between them. By 
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this arrangement tlie electricity is caused to en- 
ter the first bulb by the platinum wire, and past 
through the XJ-shaped tube to the upper part of 
the inside of the next bulb. The current then 
streams round the bulb, in order to find an exit at 
its lower side, when it enters the U-tube, and so 
on to the end of the series. The light in the 
bulbs is soft and diffused, while that in the XT- 
tubes is vivid and brilUant, and usually manifest 
most strikingly the appearance of stratification 
(114). 

136. Double Bell Tube.— This elegant 
tube, in its exterior form, consists of three bulbs 
united together by large cylindrical junction tubes. 
The firat and last bulbs are separated from the 
other parts of tube by partitions of glass, from 
which partitions proceed small short tubes reach- 
ing nearly to the central bulb. These tubes ter- 
minate in contracted bell-shaped ends. When 
such a tube as this is attached to a coil, the first 
and last bulbs are beautifully illuminated with soft 
violet light, and at the same time the interior tubes 
glow with vivid light, which streams out of the 
mouth of the one bell, and, after proceeding in a 
diffused form through the central bulb, enters the 
open mouth of the opposite bell. 

136. Oombined Bulb and Spiral 

Tube. — ^This may be described as two bulbs 
united together by a convoluted tube. This tube. 
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for a short distance from each bulb, consists of a 
series of small bulbs with straight intervening 
tubes, the rest being twisted into a beautiful helix* 
An enveloping tube is usually provided for holding 
the fluorescent fluid (125); and the convoluted 
tube can be made of different qualities of glass, so 
n» to give increased variety to the colors of the 
light. 

137. Nine Bulb Tube.— This tube is 
made in the form of a circle about six or seven 
inches in diameter, and presents the appearance of 
a large central bulb surrounded by a ring having 
four large and four small bulbs arranged symmet- 
rically upon it. This is one continuous channel, 
and when illuminated presents a ring of glowing 
bulbs hung upon a brilliant cord. 

138. Fagoda Tube. — This tube consists of 
the nine bulb tube (137), supported upon a spiral 
cone. The effect of such a tube as this is really 
magnificent, showing one mass of glowing varie- 
gated light. 

139. Triple Bar Tube. — This, like 
other of the complicated tubes, is difiicult to de- 
scribe. It consists of a central cylinder, with a 
iieries of small bulbs at each end. The ends of the 
cylinder are contracted and united to smaller tubes 
which are bent so as to form a tube on each side 
of the central cylinder. These side tubes have a 
Bcries of bulbs arranged on them, and they each 
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eventually terminate in a large bnlb. When illii- 
minated, thie complex tube has three lines of light 
parallel to each other, with the varying effect» 
of fonrteen bulbs of different sizes interspersed' 
throughout its length. The effect of these com- 
binations of figures ia most beautiful and 8urpii»- 
ing. 

140. GaSBiot Star. — This is an apparatus 
for multiplying the effects of 
a ^ngle tube, and it accom- 
plishes this by causing the 
tube to pass rapidly before 
the eye. The vacuum tube 
is attached to a wheel, Fig. 
60, BO that it may be rotated, 
the axis of the wheel being 
provided with proper arrange- 
ments for keeping the tube in 
contact with the coil. When ^"'' "" 

the wheel is rapidly, rotated the impression is re- 
tajned on the retina of the eye, and, instead of 
one, a number of tobea, are seen, fonuing the radii 
of a star. 

The wheel can be revolved by a handle and 
band, or it can be attached to a magnetic rotation 
machine, in which latter case it is self-acting. 

141. Mnltiplying Planes.— This js ao 
arrangement for increasing the effect of the vacn- 
tun tubes by multiplying their images by teflecticMt, 
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The apparatus consists of two slips of silvered glass 
of a length equal to that of the longest tube that 
is to be used with it ; the width of the glass plates 
should be about one-third that of their length. 
The plates are set up vertically with their faces to- 
wards each other, standing at an angle of 60 de- 
grees one with the other. They are to be fixed in 
this position, and are to be provided with suitable 
connections, so that the tube may be held upright 
between them and attached to the coil. When 
the tube is illuminated, the image is reflected from 
both surfaces, and it is as though six tubes were 
being looked at instead of one only. 

142. Injury to Vacuum Tubes. — It 

will be obvious from these descriptions of vacuum 
tubes that they are necessarily fragile articles, and 
require to be handled carefully, so as to guard them 
against breakage. But over and above such dan- 
ger as this, they are liable to damage from the 
action of the electrical current itself. 

If the power of the coil be greatly dispropor- 
tioued to the length of the tube, it not unfre- 
fuently happens that the platinum wire becomes 
melted o£E inside the tube, and the tube spoiled. 

Even though the tube and the coil be duly 
proportioned to each other, the end of the tube 
attached to the cathode will often become heated, 
and therefore the direction of the current ought 
to be reversed, or the tube should not be used foi 
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any length of time without periods of cessation, 
80 as to admit of the end becoming cool. 

143. Union of Vacuum Tubes,— Tubes 

with comparatively short circuits can be united 
together, and fresh varieties can by these meant 
be obtained. The only limit to such a union of 
tubes is the power of the coil. Each additional 
tube obviously lengthens the path through which 
the current has to travel. 

144. Background for Vacuum Tubes. 

— Where it is practicable, it is best to have a 
black velvet screen behind the tubes, and if they 
can be also screened from top and side light, the 
beauty of the exhibition will be greatly enhanced. 

145. Physiological Effects of the 

Intensity Coil. — These effects are obtainable 
from the primary as well as the secondary circuit, 
and they are most remarkable. When the force 
of the current is modified by reducing the bat- 
tery power, or interposing a partially non-con- 
ducting medium between the conductoi*s and the 
hands, or other part of the body to which the cur 
rent is to be applied, the sensation experienced 
is that of a rapidly-repeated throbbing. By in- 
creasing the force of the current the gentle throb- 
bing becomes more decided, and as the power is 
augmented assumes the character of a rigor. The 
muscles become contracted, and from a pleasant, 
almost soothing sensation, one of extreme pain 
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and agony is reached, which soon becomes intol- 
erable. 

146. Shook from Primary Oirouit.— 

To obtain the primary shock, a sepaiate or loop 
circuit must be established. This is afiected by 
attaching a wire to the pillar carrying the platinum 
screw of the contact breaker (68), and fixing a 
similar wire to the block that carries the spring 
and clapper. To the end of these two wires 
metal cylinders or plates are to be fixed, and these 
are to be grasped in the two hands, or laid upon 
that part of the body which is to be acted upon. 

It will be seen from this, that the primary cir- 
cuit has now two channels, one through the con- 
tact breaker when the platinum screw is in contact 
with the spring, and at the same time a second 
channel by means of the wires just described and 
the person to be operated upon. But the con- 
ducting powers of these two greatly differ, and 
the consequence is, that so long as the platinum 
screw remains in contact with the spring, a perfect 
metallic circuit is thereby provided, and no cur- 
rent passes through what may be called the loop 
circuit. But as soon as the metallic circuit is in- 
terrupted by the severance of the spring from the 
platinum screw, the loop channel is brought into 
operation and a shock felt. 

This shock is experienced every time the con* 
tact breaker vibrates, and the rapidity with which 
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this takes place causes the shockij to follow ea«;h 
other in such rapid succession that an almost con- 
tinuous effect is experienced. 

The reason why a shock is obtained when the 
battery current is passed through a coil has been 
before explained (40), and need not be repeated 
here. 

147. XTni-direction Shock. — The effects 
just described are uni-direction shocks, the induced 
current flowing in the same direction as the battery 
current. Such a condition is of importance when 
the coil currents are to be employed for many 
physiological operations. The experiments pre- 
viously detailed (44, 96), showed that many re- 
sults are only obtainable at one of the two elec- 
trodes, and consequently any attempt to obtain 
physiological results analogous to the effects there 
described will fail unless the coil be so constructed 
as to give uni-direction currents. 

148. Shock from Secondary Cur- 
rent. — To obtain these shocks from an inten- 
sity coil, it IS only needed to fix the two wires 
with the metal cylinders to the electrodes of the 
Secondary Coil, and grasp the cylinders in the 
hands. The shock thus obtained from even the 
smallest intensity coil will be too strong to bear 
at all pleasantly, and therefore a modifying ar- 
rangement, such as the Water regulator, must be 
resorted to. Ordinary coils are so constructed as 
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to admit of such methods of regulation being parts 
of their formation. Intensitj coils, however, can- 
not be so made, and therefore a separate instru- 
ment is required. 

149. Water Regulator. — ^Thls la a glass 

cylinder about half-inch internal diameter, and 
from 6 to 12 inches long, fixed into a metal cap 
npon a foot The upper end of the tube is also 
closed with a metal cap, through which a metal rod 
slides, Fig, 61. The length of the sliding rod 

should be something more than that 
of the tube, so that when occasion 
requires, tbe rod may be brought 
into contact with the inside of the 
cap forming the base of the tnbe. 
The glass tube is to be filled with 
ordinary soft wat^r, and then it is 
ready for use. The binding screw 
in connection with the bottom cap 
is to be attached to one of the elec- 
F». 61. trodes of the secondary coil, and 
the wire from one of the metal cylinders is to be 
attached to the sliding rod by means of the bind- 
ing screw on the top cap. 

It will be perceived from this description that 
the course of the current from one of the elec- 
trodes is through the sliding rod and the bottom 
cap, and therefore, when the rod is drawn up so as 
not to be in contact with the bottom cap, the car- 
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rent has to pass through the water that interrenet 
between the end of the rod and the cap. The 
water being an imperfect conductor of the current, 
a certain amount of resistance is offered to its pas- 
sage, and the force of the shock thereby lessened. 
By drawing the rod farther away from the cap a 
greater depth of water has to be traversed, and 
thus the shock can be modified to any required 
degree. 

160. Alternate Character of the 
Secondary Shock. — It has been previously 
shown (36y 37) that the induced currents on 
completing and breaking the battery circuit flow 
in opposite directions, and consequently the shock 
obtained from the secondary coil is not a uni-direo- 
tion shock (148), but a bi-direction. The cur- 
rent consequent upon completing the battery cir- 
cuit is less in force than that set up when the bat- 
tery circuit is interrupted (37). 

161. Electric Light from Carbon 
Points. — This light is the result of an incan- 
descent condition of two pointed pieces of carbon 
when they are made the terminals of the e]ectrodei> 
i>f a compound galvanic battery. 

Sir Humphrey Davy appears to have been the 
first to obtain this light, and his researches form 
the basis of all subsequent experiments. Davy 
found that when the electrodes of a powerful bat- 
tery were armed with carbon points and brought 
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into contact, the points became incandescent, and 
emitted an intensely powerful light. 

If the points be made of the carbon that is 
found deposited in the necks of the iron retorts 
employed in the manufacture of coal-gas, very 
little combustion of the carbon takes place, there 
being only a slow transference of particles from 
the carbon connected with the anode of the bat- 
tery to that which is united with the cathode. 

The different parts of tbe apparatus may be 
thus described : the battery, the carbon-holder or 
lamp, and the reflector. 

162. Battery for the Electric 

Iiight. — The Grove's (29), or the Bunsen's 
(30) battery is the most suitable for producing 
the electric light. Any number of cells from six 
upwards can be used, and they should be arranged 
as an intensity (22) battery. If, however, a very 
considerable number of cells are to be employed, 
it will be more advantageous to unite them in 
couples or triples quantitatively, and then unite 
these multiples intensitively. 

163. The Electric Lamp. — This, in 
its simplest form, consists of two metal sockets 
for holding the carbon points, placed either ver- 
tically or horizontally with their ends opposed 
to each other. Binding screws have to be pro- 
vided for attaching these sockets to the battery, 
and some convenient arran<;cment is also neces- 
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•ary for approximating the carbon points as thej 
reqnire it. 

154. The Reflector. — This is onlj re- 
qaired when the light is to be projected in any one 
given direction. It is necessary then to employ 
a reflector of the parabolic form. This is to be 
so placed that the ignited carbons may be in the 
principal focus of the parabola, and then the light 
from the sides and back of the carbons will im- 
pinge on the surface of the reflector, and the 
whole will be projected forward in parallel or 
slightly diverging lines. 

16 6. Mode of Igniting the Electric 

Iiainp. — The battery that is to be used is to be 
excited, as before described (29, 30), and then 
attached to the binding screws of the lamp. The 
carbon points are to be brought into contact, and 
as soon as they touch one another, the battery cir 
cuit is completed, and the points become incan- 
descent. If the battery be capable of evolving a 
current of suflScient power, the carbon points can 
be removed from each other a given distance, the 
niterspace will then be filled with an arc of vivid 
ight. Should the points be removed too far from 
each other, the current will be interrupted, and the 
light will instantly cease. In such a case the 
points of the carbons must again be brought into 
contact, in order to re-establish the current. If 
the carbon points are placed vertically, the anode 
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of the battery is to be connected with the lejo^ 
carbon, and the cathode with the lower carbon. 

156. Dubosq's Electric Iiamp. — ^This 

extremely ingenioas apparatus is the invention of 
M. Dubosq, of Paris. It may be described as a 
hollow cylinder, supported on a pillar and foot. 
A central stem rises from the top of the cylinder, 
and another longer stem rises also out of the top 
of the cylinder, but nearer to its margin, and 
carries a bar at right angles to itself. The pillar 
supporting the cylinder is an electro-magnet (11), 
the coils of wire of which form a portion of the 
battery circuit. The cylinder contains a horizon- 
tal axis carrying two toothed wheels differing in 
diameter. One of these (the larger of the two) 
works in a long rack that forms the end of the 
long stem, before described as rising out of the 
top of the cylinder, and the other wheel (the 
smaller of the two) works in a si^pilar rack that 
forms the end of the stem that rises out of the 
centre of the cylinder, the wheels being so placed 
that the two racks work on their opposite edges. 

A carbon point is put into the central stem, 
and another fixed to the under side of the right- 
angle bar that projects from the top of the 8id^ 
stem, the carbons being so arranged that their 
points come exactly opposite to each other. When 
this has been done, the sidb stem will descend bj 
Its own weight, and approximate its carbon to* 
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waidt that fixed to the central stem. But, in 
do doing, it turns round the wheels just described^ 
and by this means the carbon in the central stem 
is raised up to meet the descending carbon. In 
consequence of the dissimilarity in the diameter 
of these wheels, the central stem does not pro- 
ceed upwards so fast as the side stem descends, 
and this difference is arranged so as to compen- 
sate for the inequality of rate at which the two 
carbons waste away. 

When the points of the carbons come into 
contact all further movement is prevented, one 
point resting on the other. The lamp is now 
ready to be attached to the battery, which is 
effected by fixing the electrodes of the battery to 
two binding screws attached to the lamp. The 
current passes up the side stem through the two 
carbons and the central stem, to the wire coiled 
round the iron bar forming the pillar (converting 
this into an electro-magnet), and so to the cathode 
of the battery, and the carbon points will become 
intensely incandescent. The horizontal axis, car- 
rying the two toothed wheels, is now to be tcrned 
by means of a milled head on the outside of the 
cylinder, which will separate the carbon points, 
and this is to be continued until the maximum 
light is obtained. Associated with the two toothed 
wheels on the horizontal axis, before described, is 
a small train of wheels terminating in an escape- 
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ment, the pallet of which is attached to a vertical 
bar, rising up from the bottom of the cylinder. 
The end of this pallet bar (as it may be termed) is 
connected with one end of a lever, the other end 
of which holds an iron plate, coming immediately 
over the end of the iron bar of the electro-magnet 
The nse of this arrangement is to compensate 
for the wasting away of the carbon points after 
the battery has been connected and the proper 
distance between them adjusted. This result is 
thus accomplished ; the iron bar is formed into a 
magnet as soon as the battery current circulates 
round it, and this draws the end of the lever, car- 
rying the iron plate downwards, and thus moves 
by its opposite end the pallet bar, which is turned 
round so that the pallet comes in between the 
teeth of the escapement wheel, and all further 
movement of the points is arrested. But when 
the points waste away the distance between them 
becomes greater, and the battery current is there- 
by impeded. This lessens the attractive force of 
the electro-magnet, and it ceases to hold down the 
iron at the end of the lever. This movement of 
the lever acts also on the pallet bar, and carries 
the pallet out of the escapement wheel, the train 
of wheels is released, and the carbons gradually 
approach each other. When these have come 
near enough to allow the battery current to pass 
in full force the power of the electro-magnet is 
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restored, the end of the lever Ib i^;ain drawn 
down, and this moreB the pallet into the escape- 
ment wheel, and all further movement is stopped ; 
tbb being repeated again and ^ain as the points 
■wear away. 

1S7. Complete Eleotrlo Iilght Ap- 
paratui. — Under this designation a compact 

IapparatQs has been re. 
ceatly introdaced. It 
has attracted some at- 
tention, as it illnstratw 
well the mode of ob< 
y». 8S. taining light from car- 

bon points, and is both ineipenuve and effective. 
It comprises a six-cell Grove's Battery of the 
ordinary size and form, as will be seen in Ji^. 6S, 
and is provided with proper means for attaching 
the same to the lamp. 

The lamp Fiff. 63, may be 
described aa consisting of a 
wooden foot, with e, central 
rod carrying a horizontal ann, 
through the end of which 
slides a tube, which is the i 
upper carbon-holder. A sim- 
ilar carbon-holder is attached 
to the wooden foot, and rises 
np vertically exactly opposite 
to the upper holder. Each ns, «. 
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holder has a binding screw, and to these the bat* 
tery is to be attached* The anode of the battery 
being fixed to the upper carbon-holder and the 
cathode to the lower. 

The upper carbon-holder moves sufficiently 
easily through the end of the bar that holds it 
to descend by its own weight, and the points are 
thus brought into contact. No contrivance is 
necessary for separating the points, for the power 
of the battery supplied with this lamp is not suf- 
ficient to admit of any appreciable space between 
the carbon points. The maximum effect is pro- 
duced when the carbons are carefully pointed and 
the ends just in contact 

The refiector is a substitute for a parabolio 
mirror. It is formed of two parts, united together 
by bands, leaving an interspace sufficiently wide to 
admit the carbon-holaers between them. The end 
of the refiector is a small deep concave silvered mir- 
ror, and this has attached to it a socket that passes 
over the central stem of the lamp, and is fixed by 
a screw in the required position. The front part 
of the refiector is a truncated cone of planished 
lin^ japanned outside, the smaller end being equal 
in diameter to that of the small concave mirror. 
The two are united together by bands, and form 
an approximate parabola of about 1| inch princi- 
pal focus. The front of the reflector is arranged 
■o as to admit of colored glasses being applied, in 



